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PREFACE 



In the last few years, electron tubes have been finding 
a rapidly expanding field of application in many kinds of 
industry. They are " radio tubes " no longer; instead, they 
are recognized as extremely versatile devices which are 
supplying solutions to many difficult problems. 

The growing interest in all kinds of electron tubes and 
their applications has created a demand for information 
about every phase of the art. The author has tried to meet 
a part of this demand by describing, in this book, the funda- 
mental principles which govern the action of all electron 
tubes. 

Mathematics is used sparingly and confined to the 
statement of a formula where it is used. Various applica- 
tions are described or suggested to illustrate the funda- 
mental principles involved. Gas-discharge tubes are al- 
lotted more space than usual because of their growing 
importance. 

The bibliography is designed to permit the reader to 
extend his knowledge of any particular phase of the electron- 
tube art. For further material, he should consult the ex- 
tensive bibliography published in Electrical Engineering 
for January, 1935, by J. W. Horton or a shorter one by the 
present author which appeared in the General Electric 
Review for July, 1935. 

A large amount of the material in this book has been 
published previously in serial form under the same title 
in the General Electric Review. The author wishes to express 
his thanks for permission to reproduce this in the present 
book. He also wishes to express his thanks to the General 
Electric Company for all the photographs and most of the 
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curves which have been used. The table of values of |8 2 
which appears in the Appendix is reproduced through the 
courtesy of the editors of Physical Review. Material taken 
from other sources is acknowledged in the text. 



Schenectady, N. Y. 
June, 1936 



E. D. McAkthur 
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CHAPTER I 
ELECTRONS, ATOMS, MOLECULES 

1. Electrons. 6 The performance of the various devices 
which are to be described is made possible by the charac- 
teristics of electrons, atoms, and molecules. Unlike objects 
which can be perceived directly with one of the five senses, 
the electron is of such a nature that knowledge of it can be 
secured only by translating its effects into other effects 
which are perceivable by sight or sound. For example, a 
study can be made of the flow of electrical charges through a 
wire by observing the magnetic effect or heating effect of 
the current, but the individual charges cannot be examined. 

Early studies of the effects produced by electrons enabled 
physicists to form a more or less accurate picture of the 
electron. These studies suggested the conception of an 
electron which will be used throughout the book. This 
conception pictures an electron as an extremely minute 
particle having a definite mass and carrying a definite 
negative charge of electricity. This charge is 1.591 X 10 -19 
coulomb or 4.774 X 10 -10 electrostatic unit. Various in- 
vestigators have been able to measure the ratio of the charge 
to the mass of an electron. From these data, the mass of 
the electron is found to be 9.01 X 10 -28 gram. 

Other researches 1 in the field of electronic and atomic 
theories have extended this picture, but a visualization of 
this enlarged conception is not essential to a working 
knowledge of the operation of electron tubes. 

2. Atoms. 2,3 The concept of an atom which pictures 

it to be a small, hard, elastic sphere led to the assumption 

l 
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that its properties could be described by the same physical 
laws that describe the flight of a bullet or any other large- 
scale mechanical phenomenon. It was found, however, 
that not all predictions based on these laws agreed with 
experiment — in particular, these theories would not explain 
radiant energy. 

The following theory of atomic structure was formulated 
by Bohr to account for the radiation of light from the atoms 
of the various elements when these atoms give up energy 
previously supplied them. This radiation of light of a 
characteristic color is exemplified by the reddish light from 
a neon sign or the bluish-white light from a mercury-vapor 
lamp. 

An atom is represented as a system which comprises a 
very dense core, called the nucleus, about which the elec- 
trons revolve. The whole structure is somewhat like a 
miniature solar system in which the sun represents the 
central core, and the planets represent the electrons. Each 
atom has, in its normal state, a certain number of electrons 
which rotate about the nucleus in definite orbits. These 
electrons contribute a negative charge to the atom which is 
offset by an equal positive charge residing in the nucleus. 
As a result, the normal atom exhibits no preponderance of 
either charge and is electrically neutral. 

The negatively charged electrons and the positively 
charged nucleus exert a mutual attractive force which tends 
to make the system collapse. This force is exactly balanced 
by the centrifugal force exerted on the rapidly revolving 
electron. 

Bohr suggested that an electron could not follow any 
orbit about the nucleus but only those orbits in which 
the electron would have certain values of angular momen- 
tum. Suppose that the angular momentum of an electron 
rotating in the first orbit be taken as a unit — the theory 
restricts the possible additional orbits to those in which 
an electron would have a whole number of units of angular 
momentum. For example, an electron in the second orbit 
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would have twice the angular momentum of an electron in 
the first orbit. Similarly, in the third orbit the momentum 
would be three units. No intermediate orbits are possible. 
Thus, the orbits may be named by a series of whole num- 
bers (1, 2, 3, etc.) which measure the angular momentum 
associated with a particular orbit. The electrons moving 
in orbits near the nucleus have large forces acting on them; 
and, conversely, the electrons in the outer orbits have 
smaller forces acting on them. The amount of energy 
possessed by an electron revolving in any of these orbits is 
characteristic of the orbit. Consequently, electrons may be 
considered to revolve about the nucleus in different energy 
levels. 

An electron must be capable of absorbing or giving up 
energy to move from one level to another. The reception of 
energy by an electron results in its moving to an outer orbit, 
while energy release is accomplished when an electron moves 
to an inner orbit. The amount of energy received or re- 
leased by an electron is clearly the difference between its 
energy in the orbit which it leaves and its energy in the orbit 
which it reaches. Energy loss is usually accomplished by 
radiation. 

The frequency of the radiated energy is given by an equa- 
tion due to Planck : 

E = hf 

where 

E is the amount of energy radiated (ergs). 

/ is the frequency of the radiation (cycles per second). 

h is Planck's constant = 6.55 X 10 -27 erg-second. 

The usefulness of this theory will become evident in the 
discussion of photoelectricity. 

It is possible to remove electrons entirely from an atom 
by giving them the required amount of energy. This energy 
may come from incident radiation, such as ultra-violet light, 
X-rays, etc., or from a collision with a fast-moving particle, 
such as another electron or atom. An atom which has lost 
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one or more electrons is called a positive ion, and the process 
resulting in the loss is called ionization. 

Each chemical element is made up of these atoms. The 
main and, perhaps, the only difference between the various 
elements is the structure of the nucleus and the number of 
positive charges carried by it. This results in a different 
number of electrons for the atoms of each element. For 
example, the atom of hydrogen has but one electron, whereas 
the atom of uranium has 92 electrons. 

This simple theory is being constantly elaborated by 
the discovery of new principles and the invention of new 
methods of analysis. However, an intimate knowledge of 
these new methods is not essential to an understanding of 
electronic devices. 

The mechanical model of the atom which has been de- 
scribed is probably the most convenient picture to use for 
our purpose. At the same time, it must be realized that 
this model is a purely mechanical description which has been 
developed for convenience in forming mental pictures. It 
is used here because in the majority of cases the atom acts 
as if it were, in reality, a simple mechanical system of ro- 
tating particles such as has been described. 

3. Molecules. Atoms, in turn, combine with each 
other to form a more complex structure called the molecule. 
In some cases, atoms of the same element combine to form 
a molecule of that element. In others, atoms of different 
elements may combine to form a molecule of a new sub- 
stance. An example of the first case is the hydrogen mole- 
cule, which is made up of two hydrogen atoms. The second 
may be illustrated by the sodium chloride molecule which is 
a combination of an atom of chlorine and an atom of sodium. 
All matter is made up of these atoms and molecules or com- 
binations of them. 

4. Electrons and Electricity. In their normal state, the 
motion of atoms and molecules is unaffected by an electric 
or magnetic field. A positively or negatively charged par- 
ticle is, however, influenced by such fields. For example, 
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an electron will be attracted by a positive charge or a posi- 
tively charged electrode, and a positive ion will be at- 
tracted by a negative charge. The speed given to a charged 
particle by an attracting electrode may be found from the 
following relation : 



e is charge in electrostatic units. 
C is the speed in centimeters per second. 
*m is the mass in grams. 

V is the potential difference between the ends of the 
path followed by the particle. 

Early experiments demonstrated that a cathode ray (now 
known to be a stream of electrons) could be deflected from 
its path by a magnetic field. Further experiments along 
these lines convinced J. J. Thomson that the cathode ray 
was made up of small, negatively charged particles which 
were given the name electrons. These experiments demon- 
strated that a moving, charged particle acts like an electric 
current in a wire. This fact suggested that the conduction 
of electricity through metals might be explainable on the 
basis of an electron theory. 4 The work which has been 
done on this subject has led to the theory that the conduc- 
tion of electricity through a metal is a result of the presence 
of enormous numbers of free electrons in the metals. Fur- 
thermore, the small number of these free electrons in some 
other materials results in their being poor conductors or 
insulators. 

Free electrons are those which have been partially re- 
moved from the immediate influence of their atomic nucleus. 
These free electrons are distributed throughout the inter- 
atomic space and form a sort of electron gas. So long as 
no external force is applied, the direction and velocity of 
motion of these electrons are random. If an electromotive 

* The mass of a particle having an atomic weight of 1 is 1.64 X 10~ 24 gram. 
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force be applied to the metal, the direction of motion will no 
longer be completely random for the electron will be given 
a drift velocity in the direction of the positive terminal. 
This flow of electrons constitutes the electric current. 

An idea of the number of electrons engaged in the con- 
duction of a current of electricity may be gained from a 
simple calculation. One ampere is defined as the flow of one 
coulomb of electricity per second past any point in a con- 
ductor. Since the charge carried by an electron is 1.591 X 
10~ 19 coulomb, a flow of one ampere requires that 6.3 X 10 18 
electrons move past any point in a conductor every second. 
Although the drift velocity of the electrons carrying the 
charges is comparatively low, the electrical impulse will be 
transmitted along the conductor with the speed of light; 
3 X 10 8 meters per second or 186,000 miles per second. 
This is because all the electrons in the conductor begin to 
move as soon as the electric field is established throughout 
the conductor, and it is not necessary, therefore, to move 
any one electron along the entire path to establish the cur- 
rent. An analogy is afforded by a pipe full of water. Flow 
of water through the pipe commences as soon as pressure 
is established throughout the pipe, although it may take 
some considerable time for water at the entrance end of the 
pipe to reach the exit. 

The relation between the electromotive force or pressure 
and the current of electricity through a conductor has been 
found experimentally and is known as Ohm's law. This law 
states that the current is directly proportional to the elec- 
tromotive force and inversely proportional to the resistance 
of the conductor. The resistance of the conductor is the 
impediment offered by the atomic structure of the material 
to the flow of electrons. Changing the electric field in the 
conductor changes the speed of the electrons. Since the 
value of the electric current depends on the electron speed, 
changing the electric field (which is directly proportional 
to the electromotive force) will change the electric current 
proportionately. 
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Current in an electrical network is said to flow from the 
positive to the negative terminal. However, if the current 
flow is considered to be a drift of electrons, it is found that 
the electrons flow from the negative to the positive terminal, 
contrary to the accepted direction. The reason for this 
contradiction is that the accepted direction of current flow is 
merely an arbitrary convention adopted many years before 
the electron was discovered. 

This theory of current conduction in metals has met with 
some reverses in the last few years. 5 The difficulty is not 
with our concept that an electric current consists of moving 
free electrons but rather with our lack of detailed knowledge 
of the exact state of the electrons in a metal. 

Many physicists are working on the problem from modern 
physical viewpoints and have already succeeded in clearing 
up some of the outstanding discrepancies. 

BIBLIOGRAPHY 

1. Modern Concepts in Physics and Their Relation to Chemistry (Presi- 
dent's Address), Irving Langmuir, Journal American Chemical Society, 
October, 1929. 

2. Modern Physics, A Survey, Saul Dushman, General Electric Re- 
view, June and July, 1930. 

3. Quantum Theory, Saul. Dushman, Journal of Chemical Education, 
June, 1931. 

4. Conduction of Electricity through Metals, J. J. Thomson, Proceed- 
ings of the Physical Society, 1914-1915. 

5. The Present Theory of Electric Conduction, K. F. Herzfeld, Elec- 
trical Engineering, April, 1934. 

6. Fundamental Properties of the Electron, A. Waterman, Electrical 
Engineering, January, 1934. 



CHAPTER II 



PROPERTIES OF GASES 

5. Velocity. Any study of electronic devices is intimately 
connected with the nature and properties of gases as well 
as electrons. It is necessary, therefore, to examine these 
properties more closely. 

It has been found that most of the properties of a gas can 
be described quantitatively by assuming that the gas mole- 
cules or atoms are highly elastic spheres which obey Newton's 
laws of motions. The kinetic theory 1,4 of gases describes 
the properties of the gas by deriving statistical laws which 
give the average performance of the particles. 

A gas consists of a vast number of molecules or atoms 
moving in random directions with a wide range of velocities. 
The velocity distribution is given by a mathematical relation 
first determined by J. C. Maxwell. This distribution law 2 
has been derived in a number of ways but was originally 
determined by applying the laws of probability. By this 
method, Maxwell was able to calculate the average number 
of particles which would have velocities lying between any 
value c, and c + dc, where dc is a small increment of ve- 
locity. 

The fraction of the total number of particles having 
velocities lying in any such band does not change with time 
even though the individual velocities are changed abruptly 
as the result of the numerous collisions. 

The velocities may be averaged in several ways for differ- 
ent purposes, but the one most often used is the so-called 
root-mean-square velocity. The average kinetic energy of 
a single particle is S/2KT ergs, and the root-mean-square 
velocity is defined as that velocity which, according to the 
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usual mechanical laws, gives the particle an energy of Z/2KT 
ergs. From this definition, we find that the average velocity 
is given by : 

/3 K T 

Average velocity = y ■ cm per sec 

where 

K is the Boltzmann constant = 1.37 X 10 - 16 ergs per 
degree K. 

T is the absolute temperature = T °C + 273 = T °K. 
m is the mass of the particle in grams. 

Illustrative values of this velocity are given in Table I. 



TABLE I 



Gas Particle 


T °C 


RMS Velocity, 
meters per second 


H 2 


25 


1920 


He 


25 


1362 


N 2 


25 


515 


A 


25 


433 


Hg 


25 


192 



6. Density. Closely associated with the velocity dis- 
tribution is the density distribution. Even though the gas 
particles are moving with apparently erratic motions, the 
concept of density can be associated with the gas. 

It can be defined as the number of particles whose centers 
are contained in a unit volume at any instant. If there is 
no field of force acting on the gas, the particle density will 
be constant throughout the whole volume. 

If there is a field of force acting on a gas which is otherwise 
in equilibrium, the density distribution is given by an equa- 
tion due to Boltzmann : 



N a = AV" /KT) 
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where 

N a is the density at point a. 
N b is the density at point b. 

w is the work necessary to move the particle through 
the distance a-b against the force field. 

For example, suppose that we have a cylindrical container 
5 inches deep filled with mercury vapor at a temperature of 
300° K or 27° C and that by some means the acceleration 
due to gravity could be increased 1000 fold. Boltzmann's 
equation tells us that, then, the density at the bottom of the 
container would be about 10 per cent greater than the 
density at the top. 

7. Pressure. The gas pressure is simply the force ex- 
erted on the walls of the gas container by the atomic or 
molecular impacts. The gas pressure is related to the 
density by the equation : 

P = NoKT 

where 

P is the pressure in baryes (dynes per square centi- 
meter) . 

N 0 is the number of gas particles per cubic centimeter. 

The gas pressure may be increased either by heating the 
gas which makes the particles move faster and hit harder, 
or by pumping more particles into the container. 

8. Mean free path. The particles are constantly col- 
liding with one another and, therefore, can move only a 
definite average distance between collisions. This average 
distance is known as the mean free path. 

It depends on the size of the atoms or molecules, upon 
the number contained in a unit volume, and upon the par- 
ticle speed. The types of collisions which occur between 
these particles are difficult to describe without more detailed 
knowledge of their shapes. If they are spherical, however, 
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the average distance between collisions of unlike particles 
is given by the relation : 

1 



W 1 

^ a 



where 

X a b is the average distance in centimeters between col- 
lisions, or the mean free path of a particle of type a. 

N b is the density of particles of type b with which 
type a is colliding. 

C a and C b are the speeds of the two particles. 

<j ah is the average diameter of the two colliding particles 
and is given by : 

Co + <?b 
Ca, Y~ 

where 

a a and <r b are the diameters of the two particles a and b, 
respectively. 

This is a general relation for the mean free path which 
reduces to a much simpler form if the particles a and b 
are of the same kind. In this case, the relation becomes 

_ 1 

If the colliding particle is an electron, its contribution to 
the collision radius a ab may be neglected. Furthermore, 
the electron speed will usually be so much higher than the 
molecular speed that the molecular speed may be considered 
zero. For this special case, the relation for mean free path 
reduces to: 

N m ir<T m 2 

Comparing this with the mean free path of the molecule 
gives'. 

X e = 4 V2\ m = 5.66 \ m - 
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This kinetic-theory value of the electron mean free path 
is valid only in so far as a swarm of electrons behaves like 
an ideal gas and when the electron speeds are high enough 
to permit the preceding simplification. The conception is 
useful in a discussion of gaseous discharges, however, be- 
cause, in most cases, the electrons do behave like a gas with 
a very high temperature. 

Table II gives some values of the electron mean free path 
calculated with the aid of this relation from experimental 
determinations of the molecular mean free path. 



TABLE II 



Gas 


Pressure 
(microns)* 


Temperature, 
°C 


X«(cm) 


X e (em) 


He 


1.0 


25 


22.2 


125.8 


H 2 


1.0 


25 


14.4 


81.5 


Ne 


1.0 


25 


13.9 


78.6 


A 


1.0 


25 


7.95 


45.0 


N 2 


1.0 


25 


7.50 


42.4 


CO 


1.0 


25 


7.45 


42.1 


C0 2 


1.0 


25 


5.0 


28.3 


Hg 


1.0 


25 


2.65 


15.0 



* 1 micron — 10" 3 mm of Hg — 1.33 baryes. 



9. Random current density. The number of particles 
moving across a square centimeter from either direction in a 
gas is known as the random current density. 

Numerical values of this density can be found from the 
following relation: 

R.C.D. = — ^ particles per sq. cm. per second 
V2irmKT 

where m is the mass of the particle in grams and the other 
terms of the equation have the same meaning as in the 
preceding equations. Some typical values of the random 
current density are given in Table III. 
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TABLE III 



VjraS 


Pressure 
(microns) 


Temperature, 

°c 


I V . V . . If. 


H 2 


0.75 


25 


1083 X 10' 6 


He 


0.75 


25 


769 X 10 16 


N 2 


0.75 


25 


290 X 10 15 


CO 


0.75 


25 


290 X 10 16 


0 2 


0.75 


25 


272 X 10 15 


A 


0.75 


25 


244 X 10 15 


co 2 


0.75 


25 


232 X 10 16 


Hg 


0.75 


25 


108 X 10 16 



10. Evaporation. In a liquid the atoms are more re- 
stricted in their motions because they are more closely 
spaced, and in a solid body the spacings are even smaller and 
the restriction on motion even greater. It might be sup- 
posed that, since the atoms or molecules are moving at such 
high speeds in all directions, some of them might occasionally 
jump away from the surface of the material. Over a body 
of water, for example, molecules are in continuous motion 
both in and out of the surface. Loss of the molecules in the 
cloud over the surface gives rise to the familiar phenome- 
non called evaporation. The same phenomenon occurs in 
metals at high temperatures and results in loss of the ma- 
terial, just as with water when it evaporates. As will be 
shown later, this process is very important in the life of an 
electron tube. 

11. Ionization and excitation. 3, 5 - 6 - 7 ' 8 An atom or mole- 
cule is said to be excited when one or more of the component 
electrons has been raised to an energy level above normal. 
Excitation, therefore, always requires an addition of energy. 

Usually, the energy added during excitation is ejected as 
light after about 10 -8 second. However, there are certain 
energy levels in the atom which an electron cannot reach 
and from which an electron cannot return by absorbing or 
emitting radiant energy. An atom which has had an elec- 
tron raised to such a level is said to be in a metastable state. 
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Excitation of an atom may be caused by impact with a 
high-speed electron, ion, or atom, or by the absorption of 
radiant energy. 

Ionization is any process which enables a normal atom or 
molecule to acquire an electrical charge. Negative ions, 
which are the result of the acquisition of an electron by an 
atom, are relatively unimportant in electron tubes. Pos- 
itive ions formed by driving one or more electrons com- 
pletely out of the atom are extremely important. For this 
reason, the term ionization has come to mean the formation 
of positive ions. 

Ionization requires the addition of a definite minimum 
amount of energy which is characteristic of the atom. The 
amount of energy required for ionization or excitation is 
usually not expressed in energy units but rather in terms of 
the voltage required to give an electron sufficient speed to 
cause the transition. It is for this reason that we speak of 
ionization or excitation potentials instead of energy. 

Table IV gives some values of the critical potentials cor- 
responding to ionization and metastability. 



TABLE IV 



Gas 


Critical Potential (volts) 


Ionization 


Metastability 




He 


24.48 


19.73 


Neon 


Ne 


21.47 


16.65 




A 


15.69 


11.57 




....N, 


16.00 






....Hg 


10.39 


4.68 



Ionization is an unstable atomic state and the ions tend 
to return to neutral atoms by recombination with an electron 
in space or at the surface of a collecting electrode. 

Positive ions are formed in many ways. Thermal ioniza- 
tion is of major importance in high-pressure arc discharges 
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but of little importance in the types of discharge tubes to be 
discussed later although there is some evidence to indicate 
that thermal ionization may be important in discharges 
having a current density greater than 50 amperes per square 
inch. 

Ionization may occur when a high-speed atom, electron, 
or ion hits a normal or an excited atom and knocks one or 
more electrons completely out of it. Little is known about 
ionization by atomic impact and but very little more about 
ionization by collision with high-speed ions. Ionization by 
electron impact is rather well known and is recognized as the 
most important in low-pressure gas discharges. 

Let us, therefore, observe what happens if a beam of 
electrons be shot into a gas. If the electrons have a slow 
speed — less than the first critical potential — nothing 
happens except an insignificant transfer of kinetic energy to 
the whole atom. If the electron speed be increased, nothing 
happens until the first critical potential is reached, and then 
some of the collisions will result in excitation to a higher level. 
If this critical level is a metastable state, the energy will be 
trapped until lost by transfer or until the atom is excited to 
a higher state or ionized. Further increases in electron 
speed reach the higher excitation levels and finally the ioniza- 
tion level. There are, in general, two types of collision: 
elastic impacts, at which practically no energy transfer 
occurs; and inelastic impacts, which transfer enough energy 
to cause excitation or ionization. 

Ionization may arise through impacts with electrons of 
less than ionizing potential by a multi-stage or cumulative 
process which consists of excitation at one or more collisions 
and finally ionization at another collision. 

The length of time which an atom will persist in a meta- 
stable state is very much longer than for the other excited 
states. Accordingly, the possibility of ionization of meta- 
stable atoms is rather high. 

It should be noted that, in any process which forms posi- 
tive ions, the products are a positive ion and another free 
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electron. This new electron may acquire energy from an 
electric field and continue on to form more ions. 

Not every electron impact results in ionization even 
though the electron has the required energy. The ionizing 
power of electrons at any velocity is usually expressed by a 
number, known as the ionization probability, which is equal 
to the number of ions which will be formed in one centimeter 
of the electron path. 

The probability of ejecting more than one electron is small, 
but the effect does occur, particularly at velocities well above 
the ionizing potential. These multiple-charged ions, how- 
ever, frequently steal an electron from a neutral atom and so 
produce two or more singly charged ions. 

In gas discharges, we are concerned primarily with the 

total production of posi- 
tive charges, and, there- 
fore, the extent to which 
multiple ionization occurs 
is relatively unimportant. 

The probability of ioni- 
zation by electron colli- 
sion rises rapidly from the 
ionization potential to a 
maximum value at 100 to 
300 volts, depending on 
the gas, and then falls 
slowly for higher volt- 
ages. The curves of Fig. 1 
illustrate the ionization probability for several gases. 

Fig. 2 shows the probability of ionization at a single im- 
pact. The curves for Fig. 2 were calculated from Fig. 1 
and the values of the electron mean free path given in 
Table II. 

At the pressures ordinarily used in gaseous-discharge 
tubes, the ionization per centimeter path is directly pro- 
portional to pressure. 

The probability of ionization by positive-ion collision is 
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From data by P. T. Smith, Physical Review, Oct, 
and Apr-, 1931. 

Fig. 1. The average number of positive 
ions formed by one electron for various 
accelerating voltages. 
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not well known quantitatively, although it is known that 
the probability is low for ions of less than several hundred 
volts velocity. 

For our purposes, we may consider that a gas consists 
of an enormous number of small, highly elastic spheres mov- 
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Fig. 2. Curves calculated from Fig. 1 and Table II which show the proba- 
bility of ionization at a single collision. 

ing at high speed in perfectly random directions. The mo- 
tion of the particles is characterized by an average velocity 
such that each particle has an average kinetic energy of 
3/2X7' ergs and by an average distance between collisions 
called the mean free path. 

The individual particles are subject to excitation or ioniza- 
tion in several ways, of which the most important in gas- 
discharge tubes is ionization by electron impact. 
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ELEMENTS OF ELECTRON TUBES 



12. The components of elec- 
tron tubes. The term electron 
tube means a device consisting 
of an envelope which is evacu- 
ated to any extent or which 
contains gas or vapor under 
any degree of pressure, and 
which contains two or more 
electrodes capable of control- 
ling the flow of energy sup- 
plied to them. There are two 
main classes of such devices: 
the first includes all tubes in 
which the current flow takes 
place in a highly evacuated 
chamber; the second class 
comprises the tubes in which 
current flow occurs in a cham- 
ber containing some kind of 
gas or vapor at a pressure con- 
siderably higher than that in 
the tubes of the first class. 
Both types of tubes use the 
same fundamental compo- 
nents; that is, each has an 
element which serves as a 
source of electrons and another 
element which is the receiver 
of the electrons. In addition, 
some of the tubes of both classes have one or more addi- 
tional elements called control electrodes, since they serve 
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Fig. 3. Typical cathode mounts; 
pure tungsten filament on the left 
and a thoriated -tungsten filament 
on the, right. 
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Fig. 4. A group of barium-coated cathodes. The two at the left are coated 
filaments. The others are indirectly heated, heat-shielded cathodes. The 
small filament can supply about 2.0 amperes of electron emission. The 
cathode at the extreme right can supply an electron emission of about 000 
amperes. 
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to regulate the flow of electron current. In every case, 
these electrodes are mounted in a closed chamber of glass 
or metal. The fundamental difference, then, between these 
two classes of tubes is that, in the first class, the gas is 
pumped out until a pressure of about 10" 3 micron is reached; 




Fig. 5. A few of the many types of high- vacuum tubes. The top row shows 
some of the high- volt age, water-cooled tubes. The other rows show lower 
voltage, air-cooled tubes. 



while in the second class, a pure gas or vapor is admitted, 
after the tube has been pumped out, to give a pressure 
ranging from 1 up to 500 microns. The first class comprises 
the so-called high vacuum tubes; the second, all the gas-filled 
or vapor-fillcd tubes. 

According to the terminology common in practice, the 
element serving as the source of electrons is called the 
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cathode, and the electron-receiving element is known as the 
anode. Any electrode, other than the cathode or anode, 
which in any way serves to influence the electron current, is 
known as a control electrode. 

Figs. 3 and 4 illustrate some of the many types of cathodes 
which are used in electron tubes, and Figs. 5 and 6 show a 
few of the many types of tubes. 

13. Fundamental Phenomena. The whole family of 
electron tubes grew from the discovery that an electric 
current will flow between an incandescent filament and a 
positively charged plate in a vacuum. 

One of the earliest observations of this effect was made by 
Edison and called the Edison effect. Edison found, while 
experimenting with incandescent lamps, that, if he put a 
small metal plate in the lamp and connected this plate 
through a meter to the positive terminal of the lamp filament 
— which was operated from a direct-current source — the 
meter indicated the passage of a small electric current. 
Furthermore, if the plate were connected to the negative 
filament terminal, there would be no current flow. 

Edison offered no explanation of this effect, and there the 
matter rested until Fleming recognized the rectifying prop- 
erties of such a device. 

Today, we know that what Edison observed, when he 
connected his plate to the positive filament terminal, was a 
flow of electrons from the more negative parts of the filament 
to the plate. 

If a similar device be studied experimentally, the following 
facts will be found. If the plate be held at a constant poten- 
tial, positive with respect to the filament, no current will flow 
to the plate when the filament is cold. Furthermore, there 
will be practically no current flow until the filament has been 
heated to incandescence. Increasing the temperature will 
cause larger and larger currents to flow until finally a point 
will be reached where further temperature increases will 
cause, at best, a very slight increase in current. If this test 
be repeated with a different value of plate voltage, the cur- 
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rent will again rise with filament temperature but will reach 
a new saturation level. If the values of plate current be 
plotted against the corresponding values of filament-heating 
current, a curve such as Fig. 7 will result. 

The relation between plate current and plate to cathode 
voltage may be found by holding the filament temperature 




Filament Current (I ( ) 

Fig. 7. Typical emission characteristic of a two-electrode, high- 
vacuum tube. 

constant and varying the plate voltage. In this case, the 
plate current will be zero when the plate potential is zero or 
negative with respect to the filament. If the plate be made 
more and more positive, the plate current will rise until, 
again, a point is reached where further increases in plate 
voltage will cause very little increase in plate current. 

Here also, different values of filament temperature will 
give different saturation values of current. The experi- 
mental data will yield a curve similar to Fig. 8. 

The current to the plate is due to a flow of electrons from 
the filament to the plate. They are liberated from the fila- 
ment by the thermal energy given them, when the filament 
is heated, and drawn across the evacuated space by the 
positive charge on the plate. 

Two distinct phenomena cooperate to produce the 
observed results. In the region A B of the upper curve of 
Fig. 7 the number of electrons which can flow to the plate, 
and, consequently, the plate current, is limited to the number 
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liberated at the filament. In the region BC, the current 
ceases to rise because the plate potential has become in- 
sufficient to draw any more electrons away from the neigh- 
borhood of the filament. Similarly, in the region LM of 
Fig. 8, each value of plate current represents the maximum 
number of electrons which the corresponding plate potential 
can draw away from the filament. In the region MN, all 




10 20 30 40 50 60 70 80 90 100 110 120 130 
Plate Voltage (E p ) 

Fig. 8. Volt-ampere characteristic of a high-vacuum, two-electrode tube. 

the electrons which are available at the filament are being 
withdrawn and further increases in current are impossible. 

The plate current in section AB of Fig. 7, and section 
MN of Fig. 8, is said to be emission-limited, while in sections 
BC and LM the current is said to be space-charge-limited. 
Since both these effects play some part in every electron 
tube, they will be considered in greater detail. 

14. Electron emission. 1 ' 4 ' 5 The phenomenon of electron 
emission from a hot metal was described mathematically 
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by O. W. Richardson by assuming that the free electrons in 
the metal obey the Maxwell-Boltzmann laws. In addition, 
he assumed that there exists a boundary force at the surface 
of the metal which must be overcome before an electron can 
escape. Because of this boundary force, only those electrons 
which have an amount of energy in excess of a definite mini- 
mum are emitted. However, since the electrons have a 
Maxwellian velocity distribution, there will always be some 
which have enough energy to overcome this boundary force. 
The number which can escape is determined by the temper- 
ature. The electric current corresponding to the number of 
electrons which have the required escape energy is given by 
Richardson's equation: 

I = ATh- b / iT) 

where 

I is the emission current in amperes per square centi- 
meter. 

T is the absolute temperature of the cathode, 
e is the base of the natural logarithms. 
A and b are constants characteristic of the cathode 
material. 

The minimum energy which an electron may have and 
yet escape through the boundary force is related to the con- 
stant 6 by the equation: 

bK = e<t> 
<t> = 8.62 X 10- 6 6 

where 

<t> is the voltage through which an electron would have 
to be accelerated to give it the minimum escape 
energy. 

$ is called the work function of the surface since it is a 
measure of the work which must be done to liberate an elec- 
tron from the metal. 

The existence of a work function is due to the fact that 
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the escaping electron induces a positive charge in the surface 
which tends to draw the electron back. The attractive 
force decreases rapidly as the distance of separation increases, 
and before long the electron is practically free of the emitting 
surface. Therefore, before an electron can escape, it must 
be given sufficient energy to overcome this attractive force. 
The work required to do this is called the work function of 
the surface. 

There is another factor 2 which influences the emission of 
electrons and that is the electric field at the emitting surface 
due to the anode potential. The anode, since it is charged 
positively, can and does aid the electrons to escape from the 
cathode. This apparent decrease of the work function of 
the surface is called the Schottky effect and will be discussed 
in greater detail later. 

S. Dushman has derived a similar equation on a somewhat 
different basis. Dushman's equation, which is most gener- 
ally used, is: 

7 = A 0 Th-v m . 

The terms of this equation have the same significance as in 
Richardson's equation, but the constants A 0 and 6 0 have 
different numerical values. A 0 is a universal constant which, 
with a few exceptions, is equal to 60.2 for all pure metals. 
More modern physical theories require that A 0 should be 
120.4 — just twice the earlier value. However, the value 
given by actual measurement is 60.2 in most cases. The 
discrepancy between the experimental value and the theo- 
retical value of 120.4 has not been explained. The emission 
constants 3 to be used with Dushman's equation for the more 
usual pure metals are given in Table V. 

The theoretical basis for the emission equations indicates 
that the emitted electrons should have a Maxwellian velocity 
distribution. Experiment confirms this prediction and 
shows that the emitted electrons act like a gas in thermal 
equilibrium with the cathode. The electrons emitted from 
a cathode at temperature T have a mean initial velocity 
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TABLE V 



Metal 


A. 


bo 


Work Function 
<t>o (volts) 


Platinum 


(Pt) 


17,000 


72,500 


6.27 


Tungsten 


(W) 


60.2 


52,400 


4.52 


Molybdenum 


(Mo) 


60.2 


51,500 


4.44 


Tantalum 


(Ta) 


60.2 


47,200 


4.07 



normal to the cathode given by: 

T 

V = „ „ electron-volts.* 
11,600 

Because of this initial Maxwellian velocity distribution, a 
few electrons can flow to an anode which is negatively 
charged. The amount of current flow may be predicted 
with the aid of the Boltzmann equation for density distribu- 
tion. 

The role played by electron emission in electron tubes is 
illustrated by the temperature dependence of section AB of 
Fig. 7 and the saturation levels of Fig. 8. 

15. Cathode requirements. The two fundamental quali- 
fications which a suitable thermionic cathode must have are 
long life and high emission efficiency. By long life, we mean 
the retention of the original electron emissivity for a long 
period of time despite such destructive effects as evaporation 
of the cathode material, chemical poisoning, and mechanical 
failure. 

Emission efficiency is defined as the ratio of maximum 
electron current to the heat energy required to maintain the 
cathode at the operating temperature. Emission efficiency 
is usually expressed in milliamperes per watt. 

Thermionic cathodes fall into two broad classes. One of 



* It is customary to speak of electron or ion velocity, and sometimes energy, 
in terms of the voltage required to accelerate the electron or ion to the velocity 
in question. 
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these classes comprises all cathodes which supply the emis- 
sion current directly from a heated pure metal surface, and 
the other includes those cathodes which consist of a heated 
metal surface or base metal coated with a layer of another 
material of lower work function. 

The pure metal cathodes are almost always made of 
tungsten wire which is heated by the passage of an electric 
current. The wire is arranged in loops or spirals properly 
supported and equipped with connecting leads to the outside 
of the tube. 

The compound cathodes may be in the form of directly 
heated wire or ribbon loops or spirals or may consist of 
cylinders heated by a separate internal heater. The cylin- 
ders often have discs or vanes welded to them to increase 
the emitting surface. 

In gas-discharge tubes, the cathode structure may be 
enclosed in heat shields which reduce the heat loss and so 
increase the emission efficiency. 

The various types of thermionic cathodes as well as other 
methods of liberating electrons will now be considered in 
greater detail. 

16. Pure tungsten cathodes. 6 The foregoing discussion 
of electron emission applies directly to the pure metal 
cathodes without modification. 

It is desirable in the design of any electron tube to obtain 
the required emission current with the least possible expendi- 
ture of cathode heating power. For this reason, the emis- 
sion efficiency of the cathode is of the greatest importance. 
The emission efficiency increases rapidly with temperature, 
but the rate of evaporation of the metal also increases, and, 
consequently, an operating temperature must be selected 
which gives the largest emission efficiency consistent with a 
useful life. In practice, pure tungsten filaments are oper- 
ated at about 2550° K. At this temperature, the emission 
efficiency is 6.1 milliamperes per watt, and the expected life 
will be several thousand hours. The characteristics of any 
tungsten filament operating at 2550° K may be calculated 
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with the aid of the above emission efficiency and the follow- 
ing equations: 

I = 6690 d? /2 
W = 1550 Id 

where 

J is the heating current in amperes. 
W is the filament power in watts. 
d is the filament diameter in inches. 
I is the filament length in inches. 
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Filament Voltage 

Fig 9. The emission efficiency and emission of a pure tungsten filament. 
This filament is rated at 11.0 volts. 

These two equations apply to a straight wire radiating freely. 
Allowance must be made for heat radiation or reflection from 
other portions of the filament or electrodes and conduction 
losses along connections and supports. 

Fig. 9 shows the relation between total emission current, 
emission efficiency, and filament heating voltage for a typical 
case. The data were taken with the circuit of Fig. 10. The 
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emission current is simply the value of I s , and the emission 
efficiency is : 

Emission efficiency = milliamperes per watt. 

Obviously, in making tests of this kind, the anode voltage 
must be kept high enough so that all the emitted electrons 
will be drawn away from the filament. 




Fig. 10. Circuit for measuring the emission of a high-vacuum tube. 

17. Thoriated-tungsten cathodes. 7 It has been found 
possible to increase the emission efficiency of tungsten by 
adding one or two per cent of thorium oxide to the wire. 
Thoriated wire is used in filamentary cathodes the same as 
pure tungsten wire. 

After the gas has been removed from the tube, the tho- 
riated filaments are heated to about 2800° K for a few 
minutes. During this forming process, some of the thorium 
oxide is reduced to metallic thorium. The thorium atoms 
diffuse to the surface of the wire but, at this temperature, are 
evaporated at once. The temperature is then lowered to 
about 2200° K, and the consequent lowered evaporation rate 
permits the thorium atoms to spread out over the surface 
of the tungsten. 

It has been found that the rate of evaporation of thorium 
atoms from a tungsten surface is very much less than the 
rate of evaporation of thorium atoms from a thorium sur- 
face. Consequently, the first layer of thorium atoms is 
held tightly to the tungsten and all succeeding layers 
evaporate off. The result is a tungsten wire carrying a 
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monatomic layer of thorium atoms. For this reason, the 
thoriated wire may be operated at a temperature which is 
near the melting point of thorium without excessive evap- 
oration. This fact coupled with the lower work function of 
the composite surface accounts for the large increase in 
emission efficiency. 

A further improvement is effected by flashing the thoriated 
wire in the presence of a hydrocarbon gas, such as naph- 




3.0 4.0 5.0 6.0 7.0 8.0 9.0 10.0 
Filament Voltage (E ( ) 

Fig. 11. Emission and emission efficiency for a tube using a thoriated- 
tungsten filament. The tube with which these data were taken has a 
filament rating of 7.5 volts. 

thalene or acetylene. This treatment changes the surface 
of the tungsten wire to tungsten carbide. This carbonized 
wire is then activated in the way described above. The rate 
of evaporation of thorium from tungsten carbide is even less 
than that from pure tungsten, and, consequently, carbonized 
wires may be operated at higher temperatures than uncar- 
bonized wires. 

The rate of evaporation from the surface and the rate of 
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diffusion of thorium atoms from the interior of the wire 
to the surface are both dependent upon temperature. For 
each temperature there is an equilibrium condition or bal- 
ance between the rate of arrival and rate of loss of thorium. 
This results in a different percentage of wire surface covered 
for each temperature. In addition, the work function of 
the composite surface varies with the amount of surface 
covered. These facts make the exact calculation of the 
characteristics of thoriated filaments much more compli- 
cated than similar calculations for pure tungsten. Never- 
theless, for the usual operating temperature of about 2000° K, 
the characteristics may be predetermined with fair accuracy 
by using an emission efficiency of 85 milliamperes per watt 
and the following formulas: 

J = 4150 c?/ 2 ; 
W = 485 Id. 

In practice, heat reflected from surrounding electrodes 
usually raises this emission efficiency to about 100 milli- 
amperes per watt. 

Fig. 11 shows the emission characteristics of a typical 
tube using a thoriated filament. Data for these curves were 
taken with a circuit similar to that shown in Fig. 10. 

18. Coated cathodes. 5 ' 8 Another very useful form of 
cathode is formed by coating a metal surface with a mixture 
composed chiefly of barium and strontium carbonates. 

They are made in a large variety of forms. In high- 
vacuum tubes, the cathode consists either of a coated wire 
heated by current flow or a coated cylinder heated by an 
internal heater. The base metals most commonly used are 
nickel or special nickel alloys. 

In gas-filled tubes, it is possible to raise the emission 
efficiency many times by thermal insulation. When this 
is done, less power is needed to maintain the active surface 
at the proper temperature. Heat-insulated cathodes usually 
take the form of a cylinder upon which are mounted radial 
vanes or discs. The outer surface of the cylinder and the 
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vanes is coated. The whole structure is surrounded by 
three or four concentric, closely spaced, polished metal 
cylinders which reduce the amount of heat lost by radiation 
from the cathode. These heat shields are penetrated by 
openings in the sides or ends to allow the flow of current 
from the coated parts. The cathode proper is maintained 
at the correct operating temperature by a tungsten heater 
mounted inside the inner cylinder. Some high-efficiency 
cathodes are made by winding coated ribbons in a zigzag 
fashion so that one section of the ribbon acts as a partial 
heat shield for the adjacent parts. A group of such cathodes 
is shown in Fig. 4. 

Indirectly heated cathodes have been built which will 
deliver several thousand amperes of electron emission. 
Many of these heat-shielded cathodes operate with an 
emission efficiency as high as 200 to 1000 milliamperes per 
watt. 

There is a wide divergence of opinion concerning the 
best ways of preparing and activating coated cathodes. 
Usually, however, the base metal is' coated by dipping or 
spraying on one or more layers of a finely ground mixture 
of barium and strontium carbonates suspended in water. 
After coating, the cathodes are baked to remove the 
water. 

Activation of the finished cathode consists of a thorough 
degassing and then heat treatment at 1300 to 1400° K to 
reduce the carbonates to oxides. Further heat treatment or 
" sintering " reduces part of the oxides and forms a layer of 
metallic barium. Some manufacturers prefer to draw cur- 
rent from the partially activated cathode to complete or 
accelerate the activation. 

There are two conflicting opinions concerning the exact 
mechanism of emission from coated cathodes. One school 
believes that the emission comes from a layer of metallic 
barium on the surface of the core metal. The other school 
believes that the emission comes from a layer of metallic 
barium on the outer surface of the coating. Both theories 
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are upheld by considerable experimental evidence. At 
present, the latter theory seems to have the better founda- 
tion. 

Measurements of the emission constants have been made 
by many investigators but the various results do not agree 
well because the observed emission depends so largely on the 
technique of coating and activating. 

The most probable theory is that the emission comes from 
a layer of metallic barium on the outer surface of the coating. 
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Fig. 12. The electron emission and emission efficiency for a tube using a 
barium-coated filament. The tube with which these data were taken is 
operated with a 7.5 volt filament supply. 



The low work function which has been observed is sup- 
posedly due to the presence of barium ions adsorbed on the 
outer surface. These adsorbed ions or adions produce an 
electric field with a polarity which helps electrons to escape 
and so, in effect, lowers the work function. 

Coated cathodes are usually operated at a temperature of 
about 1120° K. To maintain this temperature, a freely 
radiating coated cathode requires about 35 watts per square 
inch and furnishes about 1.75 amperes emission per square 
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inch. These data correspond to an emission efficiency of 50 
milliamperes per watt. 

This is a conservative rating of emission efficiency which 
may be relied on in practice. Here, also, the value is usually 
raised by the shielding effect of surrounding electrodes. 

The emission per square centimeter and the emission 
efficiency vary considerably with exhaust and activation 
methods. Values of emission efficiency up to several hun- 
dred milliamperes per watt have been reported. 

Fig. 12 gives the emission characteristics for a typical 
coated cathode. 

19. Schottky effect. 2 - 5 Although the Schottky effect is 
not large enough to have any importance in the practical 
application of electron tubes, it serves as an introduction to 
the phenomena of field emission which is of considerable 
importance. 

As we have already seen, the Schottky effect is responsible 
for a slight increase in electron emission over the value given 
by the thermionic emission equations. The magnitude of 
the effect can be found from the following relation derived 
by Schottky: 



where 



E is the field strength at the surface of the cathode in 

volts per centimeter. 
ir is the thermionic emission at temperature T given, 

for example, by Dushman's equation. 
%e is the actual current flowing in the presence of the 

electric field E. 

Calculations, using Schottky's equation, show that, to get 
a 10 per cent increase in emission from a filament operating 
at 2500° K, we would need a field of more than 3000 volts 
per centimeter at the surface of the filament. 

This equation holds very well for pure metal surfaces but 
not for thoriated filaments or coated metals. 

In general, the emission from a compound surface shows 
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a larger dependence on field strength, and the saturation is 
much less pronounced or absent. 

Thus we see that the saturation levels of Fig. 8 are not 
true saturation effects because the increasing electric field 
causes a slightly larger current to flow. 

20. Field emission. 2 In our discussion of the Schottky 
effect we have seen how the electric field at the surface of the 
cathode can, in effect, reduce the work function. It would 
seem that, if the electric field were made very high, the work 
function could be reduced so much that large electron cur- 
rents would flow even at low temperatures. This effect has 
been observed and studied by many experimenters. 

The results of these tests show that large currents can be 
drawn from metals, even at room temperature, with field 
strengths of the order of 10 6 volts per centimeter. The effect 
is almost independent of temperature (at least up to about 
1000° K), a fact which is in accord with the present concept 
of electron energy distribution in metals. 

On the basis of these theories, the following relation has 
been derived: 

i = MEh-w™ 

where M and N are constants characteristic of the metal 
and E is the field strength. So far, the difficult experi- 
mental technique has prevented our learning very much 
about the values of M and N. 

However, recognition of these difficulties has been very 
valuable in the development of high-voltage electron tubes. 
In particular, field emission, or cold-cathode emission as it 
is sometimes called, is increased markedly by adsorbed 
layers of electropositive elements and, in some cases, by 
adsorbed gases. Small irregularities, such as ridges or sharp 
points on the metal surface, increase the field emission 
enormously because such points or ridges become the locus 
of electric fields much higher than the field over the rest of 
the surface. 

The undesirable effects of field emission can be minimized 
by avoiding electrode structures with sharp edges or angles. 
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The electrode surfaces should be smooth and thoroughly 
outgassed. 

21. Secondary emission. 5 Electrons may be liberated 
by bombarding a surface with high-speed electrons, ions, 
or other particles. The electrons liberated in this way are 
called secondary electrons to distinguish them from the 
bombarding or primary particles. Secondary emission due 
to the impact of positive ions or metastable atoms is recog- 
nized as an effect which does occur, but very little is known 
about the magnitude. Positive ions of 1000 volts velocity 
will produce secondary electrons, but the number is usually 
less than 10 electrons for each 100 impacts. At higher volt- 
ages, the effectiveness probably increases, but there are 
few or no comprehensive data to confirm this supposition. 
Metastable atoms seem to be somewhat more effective, but, 
here again, the available data are scarce. 

On the other hand, impinging electrons are very effective 
agents in the production of secondary electrons. The yield 
of secondary electrons increases with voltage to a maximum 
in the range from 200 to 400 volts and then decreases slowly 
for higher voltages. 

The height of this maximum depends largely on the sur- 
face condition of the target and the kind of material. The 
presence of gas in or on the target surface usually increases 
the emission. Surface deposits of the electropositive metals 
increase the yield many fold. 

For clean, well-degassed metals, the maximum number of 
secondary electrons driven out for each primary impact is 
usually about 1.0 or slightly more. The yield from surfaces 
which have not been well cleaned or degassed may be as high 
as 3 to 1. A surface layer of cesium may give as many as 
10 secondary electrons for each primary electron. 

Secondary emission phenomena are not used commercially 
to any great extent but do cause undesirable effects which 
must be recognized and eliminated. 

22. Photoemission. 9 ' 10 The history of the photoelectric 
effect begins with the observation by Hertz that the break- 
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down potential of a spark gap illuminated by ultra-violet 
light was lower than a similar gap without the illumination. 
The effect was studied in great detail by many observers and 
has become extremely important from the commercial as 
well as the purely scientific viewpoint. 

In brief, experiment shows that incident light will cause 
the ejection of electrons from the surface of many metals. 
The effect is most pronounced for metals like sodium (Na), 
potassium (K), cesium (Cs), barium (Ba), and less for 
metals like tungsten (W), zinc (Zn), cadmium (Cd), and 
magnesium (Mg). 

A comprehensive theory of the effect was lacking until 
Einstein proposed his photoemission equation in 1905. 
Einstein's equation is based on the quantum theory of radia- 
tion which teaches that light is made up of energy bundles 
or quanta. The kinetic energy associated with the energy 
bundles or light darts is equal to the frequency / multiplied 
by Planck's constant h. Einstein suggested that the kinetic 
energy of the ejected electrons is equal to hf, the amount 
given to the emitting surface by the incident light, minus 
<t>e, the amount of energy necessary to overcome the work 
function of the surface. That is: KE = hf — 4>e is the ki- 
netic energy of the electrons which have escaped. We see at 
once that there will be a value of frequency f 0 for which the 
excess kinetic energy is zero. The energy from the incident 
light at frequency /o is just enough to overcome the work 
function. Therefore, light of frequency less than f 0 will 
cause no photoemission at all, no matter how intense the 
light source may be. From Einstein's equation we find that 
the kinetic energy is zero when : 

hf Q = <t>e. 

Substituting for f 0 the corresponding wavelength Xo and 
evaluating the constants gives the relation : 

. _ 12,336 
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where <fi is the work function of the surface in volts and 

o ^ 

Xo is the long wave limit in Angstrom units.* Theory and 
experiment agree that photoelectrons will not be ejected 
from a surface unless the wavelength of the incident light is 
less than the long wave limit X 0 fixed by the work function of 
the surface. Table VI gives the measured long wave limits 
of a group of metals. 

The chart of Fig. 13 gives a rough correlation of wave- 
lengths and the primary colors. 

o o o o o 

o o o o o 
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By permission of the publishers of Electronics. 

Fig. 13. Chart to show the approximate relation between the wavelength 
and color of visible light. 

Einstein's equation also shows that the kinetic energy, 
and therefore the initial velocity, of the photoelectrons are 
functions of frequency only. This is borne out by experi- 
ments which show that the sensitivity of a surface increases 
steadily from the long wave limit to a maximum which is 
usually in the short wavelength part of the spectrum. The 
wavelength at which the maximum sensitivity occurs varies 
with the metal as shown in Table VI. 

The work function of the surface can be found by measur- 
ing the initial velocity of the electrons ejected by light of a 
known frequency. The work function found in this way 
may differ considerably from the thermionic work function. 
There is good reason to believe that the two are identi- 
cal, particularly in view of careful experiments, made by 
Du Bridge on platinum, which gave the results shown in 
Table VI. 

Ordinary white light contains many frequencies or colors 
in varying proportions. The curve which represents the 

o 

* 1 Angstrom unit = 10~ 8 cm. 
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TABLE VI 



Metal 


Long Wave 
Limit Xo 


Photoelectric 
Work Function 


Thermionic 
Work. Function 


Wavelength of 
Maximum 
Sensitivity 


Pt 


1962 


6.30 


6.27 




Ag 


2610 


4.73 


4.08 




W 


2650 


4.58 


4.52 




Ca 


4475 


2.70 


3.02 




Na 


5000 


1.9-2.46 




3400 


Li 


5400 


2.1-2.9 




3000 


K 


5500 


1.76-2.25 




4400 


Cs 


6600 


1.9 


1.81 


4800 


Cs-CsO-Ag 


> 10,000 









proportion of total energy radiated at each frequency is 
called the spectral distribution curve. 

The photoelectric current given by any surface varies 
linearly with the light intensity provided the spectral 
distribution remains constant. 

The use of photoemission phenomena in phototubes 11, 12 
will be discussed in greater detail later in the chapter. 

23. Space charge. 2 ' 181 14 We have found, in studying our 
hypothetical vacuum tube, that two distinct phenomena 
cooperate to produce the characteristic curves shown in 
Figs. 7 and 8. 

The complete journey of the electron current is therefore 
governed by two sets of laws: first, the principles of electron 
emission which control the passage of the electrons from the 
interior of the cathode material through the surface; and, 
second, the space charge laws which deal with the electron 
flow from the surface of the cathode to the anode. We 
have seen how the first of these effects operates to limit the 
number of electrons which flow through the cathode sur- 
face, and now we must inquire into the further limitations 
imposed by space-charge effects during the rest of the 
journey. Space-charge limitation is due, as the term sug- 
gests, to the presence of electrical charges in the inter- 
electrode space. 
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Although the initial velocity of the electrons will cause a 
few to cross to the anode, large currents will not flow unless 
huge numbers of electrons be drawn away from the cathode 
surface across the interelectrode space to the anode. In 
our experimental tube, this is accomplished by raising the 
anode to a potential positive with respect to the cathode. 
The positive charge on the anode establishes an electric 
field throughout the whole interelectrode space which causes 

the electrons to flow 
from the cathode 
to the anode. The 
transfer of these 
charges constitutes 
an electric current 
which flows from 
cathode to anode 
within the tube and 
back to the cathode 
through the battery 
or other source of 
anode potential. 

The effect of the 
anode potential is 
distributed through- 
out the space accord- 
ing to definite laws. 
By means of these 
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Fig. 14. The potential distribution between plane 
parallel plates with various degrees of space 
charge. 

(a) zero space charge. 

(b) current emission limited ; small space charge. 

(c) current space charge limited. 

(d) potential depression near cathode due to ini- 

tial velocity of electrons. 



laws, the potential 
distribution may be calculated in certain cases. Consider 
two parallel flat plates a and b, Fig. 14, maintained at 
a potential difference V by a battery. If the effects of 
the edges are disregarded, the potential distribution be- 
tween these plates will be linear. That is, the distri- 
bution is such that half way between the plates the 
potential is V/2. A third plate having a potential of V/2 
could be placed parallel to the original two and midway 
between them without disturbing the conditions at either 
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plate. Similarly, one-quarter the distance from the refer- 
ence plate, the potential will be V/4. In this case, the 
potential gradient — or rate of change of potential with 
distance — is a constant. 

For other shapes of electrodes, the distribution is non- 
linear. In any case, there cannot be a point of maximum 
potential in the space between electrodes unless that point 
is occupied by a positive charge; and, conversely, there 
cannot be a region of minimum potential unless that region 
is occupied by a negative charge. 

Suppose that these two, flat, parallel plates constitute 
the cathode and anode of our high-vacuum tube and that 
the anode is maintained at a positive potential V with re- 
spect to the cathode. The potential distribution will be 
given by curve (a) of Fig. 14 so long as the cathode is cold 
and non-emitting. As the cathode temperature is raised, 
electrons are emitted and are continuously drawn away to 
the anode by the electric field. The potential distribution 
then becomes something altogether different. The inter- 
electrode space now contains a cloud of electrons, and the 
potential at every point between cathode and anode is 
reduced by the negative charge of the electrons. We 
see that the potential distribution is changed by the passage 
of the current. This altered potential distribution is shown 
by curve (6). There is still an accelerating field at the 
cathode surface, and every electron which is emitted is 
drawn away; that is, the current is still emission-limited. 

Since the electron velocity increases continuously from 
cathode to anode, and since the current is constant every- 
where, the density of the electron cloud is large near the 
cathode but decreases toward the anode. It is this cloud 
of electrons which constitutes the space charge; and the 
lowering of the voltage in the space occupied by the cloud of 
electrons is known as the space-charge effect. 

If the cathode temperature be increased again, more 
electrons will be emitted, the plate current will increase, 
and the potential distribution will be changed again. 
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Further increases in emission will eventually change the 
potential distribution to correspond to curve (c). Here the 
electric field at the cathode surface has been reduced to 
zero. No more electrons can be drawn away from the 
cathode because any excess emission will produce a potential 
minimum close to the cathode surface similar to curve (d), 
and additional electrons are then confronted by a retarding 
field which returns them to the cathode and, so, prevents 
their escape. The value of the electric field or gradient at 
the cathode dictates how much of the available emission 
can flow to the anode. 

From the foregoing discussion we see that the gradient 
is determined partly by the anode potential and partly by 
the negative charges of the electrons which comprise the 
plate current. 

Consequently, for every value of plate voltage, there is a 
corresponding value of electron current which produces a 
space charge just sufficient to reduce the gradient at the 
cathode surface to zero. This is the maximum value of 
current which can flow regardless of how much emission is 
available. If the anode potential be changed, the current 
flow will also change to a new value which again is just 
sufficient to reduce the cathode gradient to zero. 

This picture is slightly inaccurate because we have not 
taken into consideration the effect of the initial velocities of 
the electrons. Owing to this initial velocity, electrons can 
flow away from the cathode even when the gradient at the 
cathode is zero. The result is that the potential at the 
cathode is actually depressed below zero slightly and a 
potential minimum is formed. The true potential distribu- 
tion corresponds to curve (d) of Fig. 14. At first thought, it 
might seem that electrons could never leave the cathode. 
We know, however, that the initial velocity does enable some 
of them to move against the retarding field and reach the 
accelerating field beyond the potential minimum. In this 
way, the higher-velocity electrons pass to the anode while 
the slower ones are sorted out and returned to the cathode. 
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This sifting process goes on automatically. Between the 
potential minimum and the cathode, newly emitted electrons 
are moving away from the cathode; but, at every point, the 
slower-moving electrons are being stopped and sent back. 
Those which reach the point of minimum potential are 
rapidly accelerated away by the electric field. 

For any one anode voltage, the depth and position of the 
potential minimum are determined by the number of emitted 
electrons, which is, in turn, fixed by the cathode temperature. 
For this reason, raising the cathode temperature causes a 
larger retarding field at the cathode surface and only a very 
small increase in electron current since the deeper potential 
barrier returns the increased emission to the cathode. 

We can now explain the curves of Figs. 7 and 8 in detail. 
In Fig. 7, we know that, as the cathode temperature is in- 
creased, the emission, and with it the current, will increase. 
There is then a region A B of the upper curve (E p equal to 3) 
where the current is limited entirely by emission. However, 
each increment in current causes a corresponding increase in 
space charge which progressively lowers the electric field 
gradient at the cathode surface. Finally, in the neighbor- 
hood of point B, the electric field becomes incapable of draw- 
ing away the increased number of electrons and the current 
ceases to rise. Consequently, no increase in current is 
brought about by raising the filament current to 5, 6, or 7 
units because the additional emission cannot be used. The 
current in region BC is said to be space-charge-limited. 

If the plate potential had' been 2 units instead of 3, the 
cathode gradient would have been reduced to zero with a 
lower value of electron current. 

In Fig. 8, the same two effects are brought into play but 
in the reverse order. Here the cathode temperature is fixed 
and the anode potential increased from zero. Throughout 
the range LM, there is an excess of emission and, as the volt- 
age is raised, more and more of the electrons are drawn to 
the anode. All through this region enough electrons are 
emitted to maintain the potential minimum at the cathode. 
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In the neighborhood of point M, most of the electrons are 
drawn away as fast as they are emitted. Further voltage 
increase will destroy the potential minimum and draw away 
all the emitted electrons. From this point on, the current 
is emission-limited. 

The problem has been analyzed mathematically by 
Langmuir, Child, and others for the geometrical arrange- 
ments ordinarily used. 

The two most useful forms of the space-charge equation 
have been expressed by Langmuir as follows: 

a. Cathode and anode are parallel planes. 13 

Qttx 2 » m 

or 

"p/2 

% = 2.33 X 10~ 6 — 5- amperes per square 
centimeter area of cathode 

where 

V is the potential difference in volts. 

x is the electrode spacing in centimeters. 

b. Cathode and anode are co-axial cylinders. 14 

. = 2 V2 A fe F 3/2 



9 * 171 T/3 



or 



i = 14.65 X 10~ 6 amperes per centi- 



73/2 
r/3 2 

meter length of axis 

where 

r is the anode radius in centimeters. 
/3 2 is a function of ratio of cathode and anode radii. 
Values of /J 2 are given in the Appendix. 

These equations are applicable to current flow carried by 
electrons or ions provided the proper values of e and m are 
used. The numerical evaluation given above applies only to 
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electron currents. These equations give the maximum value 
of current which can flow with a voltage V on the anode. 

Each electron hits the anode and gives up its kinetic 
energy at the impact in the form of heat. This fact estab- 
lishes one of the limits upon the amount of power which any- 
given tube can handle. The anode power loss is always 
equal to the anode current multiplied by the voltage between 
anode and cathode. 

In this treatment of space charge, no consideration has 
been given to the effect of the remaining gas molecules. 
These molecules play an extremely important part. 

It is certain that some of the gas molecules will become 
ionized by electron impact. These ions have a positive 
charge, and because their mass is large, they remain in the 
space a long time compared to the electrons. They will 
neutralize some of the effect of the negative charges of the 
electrons and raise the space potential, thus permitting more 
electron current to flow. A relatively small number of ions 
can neutralize so much of the space charge that the fore- 
going equations will not hold. If enough ions are present, 
the discharge may become unstable and the flow of electron 
current may become so great as to destroy the tube by over- 
heating the anode. 

It is very important, then, to have as few remaining gas 
molecules as possible in order to maintain a stable relation 
between current and voltage. 

The gas molecules are removed by pumping out or " ex- 
hausting " the tube. In this connection, it should be re- 
membered that all the materials that go to make up the tube 
contain gas either adsorbed on the surfaces or occluded in 
the material. This gas must be driven out by heating the 
parts and removing the gas with a pump. Even after a 
prolonged heat treatment, much gas is left in the parts and 
will be liberated if tube parts are heated above the temper- 
ature reached during the exhausting operation. Severe 
overheating of a finished tube may liberate enough gas to 
destroy it, either by neutralizing the space charge or by 
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spoiling the cathode, particularly if it is a coated or thoriated 
cathode. Sometimes positive ions will bombard a spot on 
the glass wall of the tube with sufficient intensity to over- 
heat the glass and melt a hole in it. 

In many tubes further exhaust is effected by introducing 
into the tube a small amount of magnesium wire or a pellet 
of calcium which, after the tube is finished, is melted and 
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Fig. 15. A logarithmic plot of the volt-ampere characteristic of a high- 
vacuum tube. If the current is limited by space charge, the resulting plot 
will be a straight line. 



allowed to condense on the glass wall of the tube. This 
coating serves to occlude a large amount of gas while it is 
condensing and also combines with certain gases which may 
be evolved during the tube life. A material put in the tube 
for this purpose is called a " getter." 

The validity of the space-charge equations may be verified 
by comparing calculations with experimental data. If the 
experimental data be plotted on log-log graph paper, the 
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relation between anode voltage and current will be repre- 
sented by a straight line. The slope of this line will be the 
numerical value of the exponent of the voltage term in the 
space-charge equations. Curve (a) of Fig. 15 illustrates the 
result of plotting experimental data on a typical high- 
vacuum tube. Deviations from the true space-charge law 
caused by ionization of residual gases are exhibited in curve 
(6) of Fig. 15. 

Such deviations from the space-charge, or 3/2 power, law 
are often used as a measure of the residual gases. 
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TWO-ELECTRODE TUBES 

24. High-vacuum phototubes. 1, 2i 3 A phototube can be 
made by incorporating an electrode which gives a large 
emission of electrons in the presence of light, and another 
electrode to collect the electrons in an evacuated chamber. 
The first or photosensitive electrode is called the cathode, 
and in present-day tubes consists of some alkaline metal, 
such as cesium or sodium, deposited in the form of a very 
thin layer on the inner wall of the glass bulb or on a metal 
surface. The electron-receiving electrode is known as the 
anode. 

Frequently, the cathode consists of a half-cylinder of metal 
mounted so that light transmitted through the tube wall will 
fall on the inner surface of the cylinder. The anode is a 
small wire mounted in the axis of the cathode cylinder. 

' One of the most sensitive photo-cathodes is formed by 
coating the cathode with silver which is later oxidized. 
Cesium is then distilled onto the silver oxide surface. Part 
of the cesium takes up the oxygen and becomes cesium oxide. 
The finished sensitized surface then consists of cesium on 
cesium oxide on silver. 

If a battery be connected to the two electrodes of such a 
device, so that the anode is positive and the cathode nega- 
tive, practically no current will flow through the evacuated 
space if there is no light falling on the cathode. However, 
if light is allowed to fall on the cathode, a small current of 
electrons will flow from the cathode to the anode. The 
amount of current which flows is very nearly proportional 
to the amount of light falling on the sensitive surface. 
Consequently, if a graph be made to show the relation be- 
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tween the electron current and the incident light, the result- 
ing curve will be very nearly a straight line. 

This relationship, for a typical phototube, can be found 
with the arrangement shown in Fig. 16. For this test, the 
light source should be one that is capable of delivering about 
4 lumens over the area of 

,i • • i i j. Lamp Box with 

the semicircular plate or Aperture 

cathode of the phototube I |[ Phototube - + 

and should be so arranged ? j j^- ^ ' ' ' ' ' ' ' 

that the flux of light can be ~H shutter 



B, 



Lamp I q_ 

varied uniformly. A con- l - 
venient source for the pur- FlG - ™: A PP aratus for determining the 

relation between light intensity and 
pose IS a 75-watt Mazda anode current in a phototube. 

lamp in a box having a 

window the size of the phototube cathode and a shutter 
which will vary the area through which the light passes 
to the phototube. An intensity of light adequate for the 
maximum readings will be obtained if the lamp box is 
located about a foot from the phototube and is so placed that 
the beam falls directly on the inner surface of the phototube 
cathode. For accurate results, little or no light should be 
permitted to fall on the cathode from any other source. 

With this equipment, a variation of the aperture area 
of the shutter will cause a variation in the electron current I s . 
Because the amount of light reaching the phototube cathode 
is directly proportional to the area of the aperture, the 
response of the phototube may be indicated by a curve 
showing the relation between the varying areas of shutter 
aperture and the corresponding electron current. The 
curve in Fig. 17 is typical of the characteristic of vacuum 
phototubes in that it shows the proportional response of 
such tubes to light of varying intensity. 

With a known light source, under the testing conditions 
described, the sensitivity of a phototube can be determined 
in microamperes of electron current per lumen of incident 
light. 

This characteristic was taken with a tube having a 
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Cs-CsO-Ag cathode. The sensitivity of the tube as shown 
by this curve is 5 microamperes per lumen. Even more sen- 
sitive tubes are made by depositing a thin film of silver on 
top of the cesium. This cathode structure, Ag-Cs-CsO-Ag, 
will give a sensitivity of 30 to 60 microamperes per lumen. 

Very low anode voltages are needed to draw all the emis- 
sion to the anode. The tube we have been discussing has a 
volt-ampere characteristic like that shown in Fig. 18. 
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Fig. 17. The relation between the anode current and the light flux 
in a typical vacuum phototube. 

According to this characteristic, the anode voltage need 
not be more than about 25 volts. At higher voltages, say 
90 volts, the current is practically independent of voltage — 
a feature which may be of value where supply voltage varia- 
tions are troublesome. 

It is always advisable to use the lowest voltage and 
illumination consistent with the desired result. Adherence 
to these rules will give the most satisfactory life and sta- 
bility of operation. 
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Phototubes may be made to give their maximum sensi- 
tivity in almost any part of the spectrum by using different 
combinations of cathode materials. Thus, we have blue- 
sensitive tubes, red-sensitive tubes, and tubes with quartz 
bulbs which give practically no response to anything but 
ultra-violet light. Further discrimination can be obtained 
by using color filters. 
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Fig. 18. The volt-ampere characteristic of a typical high-vacuum 
phototube. 



25. Gas-filled phototubes. 1 The gas-filled phototube is 
much the same as the high-vacuum phototube in construc- 
tion. It differs in that it contains some inert gas, such as 
argon, at a pressure of about 100 microns. The sensitivity 
of the device is increased because the electrons liberated at 
the cathode, photoelectrically, are accelerated by the anode 
voltage and ionize the gas. The electrons freed by ionization 
add to the original or primary electrons and increase the 
current flow. The positive ions flow back to the cathode 
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and produce a current in the same sense as the electron 
current. They, therefore, also increase the current flow. 

By this mechanism the 
sensitivity may be in- 
creased five to ten fold 
depending on the voltage. 

The increased sensitiv- 
ity due to gas ionization 
is called the gas amplifica- 
tion ratio. This is the 
ratio of anode current at 
the operating voltage to 
the anode current with an 
anode voltage so low that 
ionization is unimportant. 

The volt-ampere char- 
acteristic varies greatly 
with gas pressure but is in 
The variation of current 
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Fig. 19. The relation between the anode 
voltage and current for a typical gas- 
filled phototube. 



general like the curve of Fig. 19 
with light flux is illustrated by Fig. 20 

Care must be exercised in 
the design of apparatus to 
use these tubes to prevent 
the occurrence of too much 
anode voltage or cathode 
illumination. Excess light 
or voltage can increase the 
ionization enough to form 
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a glow discharge, 
the glow discharge sets in, 
the anode current will no 
longer respond to changes 
in light intensity and the 
tube may be destroyed. 

The two kinds of photo- 
tubes have another point of difference. If the light be inter- 
rupted rapidly, or chopped, the anode current of the vacuum 



Fig. 20. Relation between light flux 
and anode current in a typical gas- 
filled phototube. 
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phototube will vary accordingly, and the amplitude will not 
be affected greatly by frequency. The amplitude of the 
anode current pulses from the gas-filled tube will decrease as 
the frequency increases because the heavy gas ions cannot 
move fast enough to give the full amplification ratio. This 
time lag is noticeable even at low frequencies but becomes 
more and more pronounced above 500 cycles. 

26. Selenium tubes. 4 The selenium tube is not an elec- 
tron tube in the same sense as the other devices we have 
considered. It is a photosensitive device used in much the 
same way as a phototube. 

Selenium tubes utilize the variation in ohmic resistance 
exhibited by the element selenium when it is illuminated. 
The cell consists of some arrangement of electrodes sepa- 
rated by a thin layer of selenium. One of the most com- 
mon constructions consists of a glass sheet covered with a 
thin gold plating which is cut in a zigzag fashion to provide 
two electrodes separated by a narrow cut. Selenium is 
spread over the electrodes and the cut and annealed to 
give the desired photo property. 

The whole plate is mounted inside an evacuated bulb 
fitted with appropriate leads and connectors. 

The current which flows depends on the impressed voltage 
and light. The maximum value is limited by the heat 
developed and by the voltage which will cause breakdown 
between the gold grids. 

The current response to illumination is not linear as it is 
in the phototube. The current change is proportional to 
the square root of the light intensity and therefore is largest 
for low values of illumination. The output under all con- 
ditions is larger than the corresponding size of phototube. 

There are several drawbacks to the use of selenium tubes. 
The output is not as stable and reliable as it is in a photo- 
tube. Another disadvantage is a time lag very similar to 
the lag in a gas-filled phototube. This time lag is apparently 
a composite effect and is not well understood. Lastly, 
there is a residual current, called the dark current, which 
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Transformer Voltage 




flows by reason of the finite resistance of the tube with zero 
illumination. 

All these facts must be considered when choosing between 
a phototube and a selenium tube. 
27. Two-electrode thermionic tubes or diodes. The 

diode is the simplest form of thermionic electron tube and is 

the type which was used in 
Load our study of electron emis- 
sion and space-charge phe- 
nomena. For this purpose, 
we discussed two electrode 
tubes, considering, not the 
tube primarily, but rather 
the processes occurring 
within the tube. 

The diode finds its widest 
application as a rectifier 5 for 
converting alternating cur- 
rent and voltage to direct 
current and voltage. Use 
is therefore made of it in 
the power supply for radio 
transmitters and receivers, 
for high-voltage, cable-test- 
Fig. 21. Simplified chart of the voltage ing equipment, and for the 

relations in a half-wave rectifier with high- voltage supply for X- 
a resistance load and no filter. . . , , 

ray equipment and smoke 
precipitators. The tube is capable of performing this func- 
tion because it will conduct current in only one direction. 
An electron current can flow from the filament to the anode 
but not from anode to filament. Consequently, if a diode 
be introduced in series in an alternating-voltage circuit, 
current flow will be permitted in only one direction. The 
result will be a pulsating, unidirectional current. In practice, 
this pulsating current is used to charge a condenser which, in 
turn, supplies the load circuit with a nearly uniform supply 
of direct current. Further uniformity is gained by the addi- 
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Bl - PHASE HALF WAVE 
2 Tubes E Average -.318E Max . 

-•450 E RMS 

E Inverse = 3.14 EAverage 
^Average = -636 I Maximum 

SINGLE PHASE FULL WAVE 
4 Tubes E Average -.636 E Ma x. 

-•900 E RMS 

^Inverse ~ 1-57 ^Average 
^ Average = *636 I Maximum 




THREE PHASE HALF WAVE 
^Average ~ *827 E Maximum 

-U70 Erms 

^ Inverse = 2.090 EAverage 
^Average " -827 I/Maximum 



"I THREE PHASE HALF WAVE 



Double YE Average = .827 E Max . 

-1-170 Erms 

^■Inverse" 2.09 E Average 
^Average" 1-91 I Maximum 



THREE PHASE FULL WAVE 

EAverage" 1-65 E Maximum 

"2.34 E RMS 

E Inverse = 1-045 EAverage 
^Average - -955 iMaximum 

CONDITIONS ASSUMED 

1 • Sine Waves 

2 - Balanced Phase Voltages 

3 - Tube Drop, Zero 

4 • Pure Resistance Load 

5 - No Filter Used 



Fig. 22. Elements of various rectifier circuits and the numerical ratios of 
the principal voltages and currents. 

tion of a filter consisting of shunt capacitors and series in- 
ductors. 

The operation of this simple rectifier circuit will be made 
clearer by reference to Fig. 21. 
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Such a rectifier, using one tube, is known as a half-wave 
rectifier because it utilizes only one-half the alternating- 
voltage supply. Other rectifiers may be built with two tubes 
to utilize both alternations in a single-phase circuit, or pairs 
of tubes per phase may be used in a polyphase circuit. 

Fig. 22 gives the skeleton circuit and fundamental current 
and voltage relations for a number of rectifier circuits. 

The diode acts as an insulator on the alternate half cycles. 
Consequently, when choosing the tubes to be used for any 
rectifier application, consideration must be given to the 
ability of the tube to withstand the open-circuit or " inverse " 
voltage as well as its ability to pass sufficient load current in 
the forward direction without overheating the anode. 

The ability to perform these functions determines the safe 
voltage and current ratings given to the tube by the manu- 
facturer. 
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CONTROL OF ELECTRON SPACE CURRENTS 

28. Single-grid tubes. 1,2 In the two-electrode, high- 
vacuum tube with constant electron emission, the only way 
to control the electron current is to change the anode voltage. 

It is possible, however, to gain further control by one of 
two means. The first and most important is the electro- 
static control afforded by the addition to the tube of a third 
electrode made in the form of a grid. The second method 
is by the application of an electromagnetic field arranged to 
control the paths of the electrons. 

In the electrostatic method, an electrode, usually made of 
wire mesh, is inserted in the tube between the cathode and 
anode in such a way that the cathode is totally enclosed. 

This type of tube is known as a three-electrode tube or 
triode. It is, in fact, simply a diode with the grid added. 

The ability that the grid has to control the electron current 
is explained on the basis of space-charge effects as described 
in Article 23. It has been shown that the current flowing 
through the tube depends on the voltage distribution 
throughout the tube and, in particular, the voltage near the 
surface of the cathode. 

In the diode, the potential gradient at the cathode is 
determined by the geometrical character of the tube and the 
anode voltage. In the triode, it is made up of the sum of 
the field due to the grid and of the field of the anode. Fur- 
thermore, the grid is an electrostatic shield which reduces 
the field due to the anode. 

Curve (A) of Fig. 23 shows the effect of a small negative 
grid voltage on the potential distribution throughout the 
tube. The field at the cathode is negative, and no current 
can leave even though there may be a large positive anode 
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voltage. The current is said to be cut-off, and the grid volt- 
age which is just enough to reduce the plate current to 
zero is called the cut-off voltage. Curve (B) represents 

the potential distribution 
g with the grid nearly as 
positive as the anode. 
The field at the cathode 
is now zero, and large 
space-charge-limited cur- 
rents flow. The value of 
current under these con- 
ditions may be even 
greater than it is with 
the grid removed. 

The equation which ex- 



+ E 



■f 




• E 

Fig. 23. The potential distribution in a 
hypothetical high-vacuum tube. Curve 
B shows the grid above normal space presses the relation be- 
potential; in C the grid is at space po- t the current flowi 

tential ; A shows the grid enough negative ° 
to produce a negative field at the cathode, from the cathode as a 

function of the grid and 

plate* voltages is somewhat similar to the space-charge 

equations for the diode. 

For parallel plane electrodes : 



2.33 X 10- 6 



(E p + m#A 3/2 



amperes per 



square centimeter of cathode surface. 

For cylindrical electrodes : 

14.65 X 10- 6 (E v + nE g y* 



'ft 



r/3 2 \ 1 + n ) 
centimeter length of axis. 



amperes per 



These equations were derived by reducing the triode to an 
equivalent diode. This is accomplished by supposing the 
grid to be replaced by a solid electrode. An equivalent 
voltage, expressed in terms of grid and anode voltage, must 

* The word plate is the commonly used name for the anode. The two 
terms are synonymous. 
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be found which, when applied to the solid grid electrode, will 
give the same value of electric field at the cathode as the 
separate grid and anode voltages do. This equivalent volt- 
age substituted in the diode equation will give the correct 
value of electron current leaving the cathode. The proper 
value of x or r to use with the above equations is, of course, 
the grid to cathode spacing or grid radius, depending on the 
type of structure. 

In the plane parallel structure, the numerical value to use 
for cathode area is obvious for a heater-type cathode. If 
the cathode consists of a number of filaments, the proper 
value is not so apparent. Theoretical and empirical methods 
agree that a filament wire acts, so far as space-charge rela- 
tions are concerned, like a ribbon having a width about equal 
to twice the grid-filament spacing. The proper area is then 
equal to twice the filament length multiplied by twice the 
spacing. In cylindrical structures, the above equation holds 
if the cathode is a heater type or a single axial wire. 
There is no satisfactory method of calculating the effective 
diameter of a cathode structure which consists of a number 
of wires spaced axially or helically on the surface of a 
cylinder. 

Owing to the shielding effect of the grid, the field at the 
cathode can be changed more by a change of grid voltage 
than by an equal change of plate voltage. The relative 
influence of grid and anode voltages on the anode current is 
expressed by a characteristic tube constant called the ampli- 
fication factor and designated by the Greek letter ^ (mu). 
The effect of the shielding is shown by the appearance of /* 
in the expression for current flow. 

Every value of field at the cathode determines a single 
value of space current, but these equations show endless 
combinations of grid and anode voltages which will give the 
same equivalent voltage. It is clear, therefore, that the 
volt-ampere characteristics of the device must be repre- 
sented by a family of curves rather than a single curve. 

The equations further show that varying the grid voltage 
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from some value negative with respect to the cathode to a 
value positive with respect to the cathode will change the 
current to the anode continuously from zero to a value even 
greater than could be obtained if the grid were absent. This 
control of current is possible regardless of the anode voltage, 
although different anode voltages will require different grid 
voltages. 

The curves which show the relation between anode volt- 
age, grid voltage, and grid or anode current are called the 
static characteristics. They may be plotted by using any 




1 2 3 4 5 6 7 8 9 10 11 12 13 14 15 16 17 18 19 20 
Plate Potential (Kilovolts) 

Fig. 24. A typical set of constant-current curves for a three-electrode, high- 
vacuum tube. 

two of the quantities as variables and holding the third 
one constant. In this way, we plot constant-current 
curves, constant-grid-voltage curves or constant-anode-volt- 
age curves. Fig. 24 shows a typical set of constant-current 
characteristics. Fig. 25 shows the constant grid voltage or 
plate characteristic for a different tube, and Fig. 26 presents 
the same data plotted with constant anode or plate voltage 
curves to give the so-called transfer characteristic. Al- 
though all three sets of curves contain the same information, 
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Fig. 25. One of the static characteristics of a three-electrode, high- 
vacuum tube commonly known as the plate characteristic. The line 
EOF is the " Class A" dynamic characteristic. 
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Fig. 26. The mutual or transfer characteristic of a high-vacuum, three- 
electrode tube. 
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it is sometimes more convenient to use one in preference to 
the others for the analysis of specific problems. 

When the grid is negative with respect to the cathode, 
positive ions can flow to it, but electrons are repelled. How- 
ever, if the tube is well exhausted, the number of positive 
ions which flow to the grid is small; usually the resulting 
current is only a few microamperes and can be neglected 
entirely. This means that, so long as the grid is maintained 
at a negative voltage, the plate current through the tube can 
be controlled by the grid voltage with the expenditure of an 
inappreciable amount of power in the grid circuit. 

When the grid becomes positive with respect to the 
cathode, it can, and does, collect electrons so that an appreci- 
able electron current may flow in the grid circuit. 

The electrons flowing from the cathode to the anode must 
pass through the openings in the grid structure to get to the 
plate. Some of the electrons in this stream are intercepted 
by the grid wires and flow into the grid circuit. This current 
is determined by the area of the grid and by the grid and 
anode voltages. It is usually large enough so that it must be 
considered in the operation of the tube circuit. 

The current collected by the grid causes power loss at the 
grid just as it does at the anode and, consequently, care must 
be exercised during operation to prevent overheating the grid 
in those cases in which the grid sometimes becomes positive. 

The grid input power is a factor which must be taken into 
account in circuit design. 

The grid current characteristic is usually complicated by 
the occurrence of secondary emission. We have seen how 
each impinging electron may liberate several electrons and 
give a net current leaving the bombarded electrode. This 
effect occurs in the triode during part of the positive grid 
voltage region of the characteristics. 

In a vacuum tube, secondary emission may occur when 
the grid is at a positive potential of a few hundred volts and 
the plate at a somewhat higher voltage. The effect of 
secondary emission is not noticed unless the plate has the 
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higher positive potential, for only then will the secondary- 
electrons leave the grid and flow to the plate. This emission 
of electrons causes distortion of the grid-current characteris- 
tics in the following way: if the plate voltage be held at some 
positive value, and the grid voltage raised from zero, the grid 
current will rise until the number of secondary electrons 
leaving the grid becomes equal to the number of primary 
electrons entering the grid circuit. At this point, the grid 
current will level off and start to diminish. Then as the grid 
voltage approaches the anode voltage, the secondary elec- 
trons have more difficulty in leaving the grid, and the grid- 
current curve will again reverse its direction and start to 
rise. As a result, the grid-current curve is often distorted 
badly. 

This distorted characteristic contains a region of negative 
slope, and throughout this region, the associated circuit 
will behave as if there were a negative resistance in the 
circuit. In this way, secondary emission may cause un- 
wanted or parasitic oscillations in certain types of circuits. 

The equations which have been derived for the triode 
do not hold for the entire range of static characteristics. 
The reasons for departure are that the value of n decreases 
slightly for low values of voltage and the exponent decreases 
at high currents. In addition, the equation does not show 
the saturation effect due to the limited amount of emission. 

The greatest difficulty is that the space-charge equation 
gives the value of current leaving the cathode but tells 
nothing about its distribution. When the grid is negative, 
all the current goes to the anode, and the calculated values 
agree well with the measured values. However, for posi- 
tive values of grid voltage, the calculated values give the 
sum of grid and anode currents rather than the anode cur- 
rent alone. 

The performance of a triode as a circuit element can be 
predicted in certain cases by the use of three parameters 
calculated from the static characteristics. These parame- 
ters are: 
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1 . Amplification constant 

2. Grid-plate transconductance 

3. Plate resistance 



Qm 

r P 



These three factors are related by the simple equation : 



The amplification factor, transconductance, and plate 
resistance of a triode depend on the dimensions of the tube, 
such as the spacing between cathode, grid, and anode, the 
diameter of the grid wires, the spacing of the grid wires, 
the electrode area, and the electrode potentials. 

The amplification factor can be calculated from known 
formulas, 3 and the information obtained in this way may be 
used for preliminary tube design. After the static charac- 
teristics have been measured, it can be calculated best from 
a constant-anode-current plot. It is a measure of the 
relative influence of plate and grid voltages on the plate 
current and is expressed as the ratio of the change of plate 
voltage to the chjinge in grid voltage which is required to 
maintain constant plate current. The amplification factor 
is the negative reciprocal of the slope of the constant-cur- 
rent curves and, referring to Fig. 24, is numerically equal to: 



The grid-plate transconductance is the rate at which 
the plate current changes with grid voltage. Numerically, 
it is the slope of the transfer characteristics and is expressed 
in terms of microamperes per volt or micromhos. The 
plate resistance is the reciprocal of the slope of the plate 
characteristics. Its units are volts per ampere, and it is 
expressed in ohms. This last term is sometimes called the 
a-c plate resistance. It measures simply the plate-voltage 
change per ampere and is dimensionally a resistance, but it 
should not be confused with the commonly accepted idea of 
resistance. The difference lies in the volt-ampere charac- 
teristic of the device. The volt-ampere characteristic of a 
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1500 
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1300 
1200 



piece of wire is a straight line, and the resistance of the wire 
is found by dividing the voltage by the current. This 
gives the reciprocal of the slope of its volt-ampere charac- 
teristic. The number of watts lost in the wire in the form 
of heat is equal to EI or to I 2 R. In the vacuum tube, how- 
ever, the volt-ampere characteristic is not linear, and the 
slope of the characteristic, which is the reciprocal of the 
plate resistance, is not constant but varies with the plate 
current. In this case, the number of watts lost in heat is 
equal to E P I P , but is not equal to I p 2 r p . The plate voltage 
divided by plate current 
also defines a form of plate 
resistance which is of con- 
siderable interest in power 
applications. This resist- 
ance is a true measure of 
the anode power loss. 
These two resistances 
should not be confused. 
Ordinarily, the term plate 
resistance means the re- 
ciprocal of the slope of 
the plate characteristic 
curves and not the plate 
voltage divided by plate 
current. 

The amplification factor is constant except for small 
values of plate current, while the plate resistance and the 
transconductance vary with the plate current. Conse- 
quently, values of plate resistance and transconductance are 
meaningless unless the corresponding voltages or currents 
are also given. The variation of these parameters with 
current in a typical instance is shown by Fig. 27. 

All three of these factors are of use in certain types of 
vacuum-tube design work, but none of them are universally 
useful. As a general rule, the plate resistance, amplifica- 
tion factor, and transconductance can be used to predict 
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Fig. 27. Curves showing the variation 

of plate resistance, amplification factor, 

and transconductance with plate current. 
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the performance of vacuum-tube circuits when the voltage 
variations are of the order of a few per cent of the applied 
voltage. For power applications, the voltage variations are 
large and the plate resistance and transconductance are not 
constant and are not useful in predicting tube performance 
except in very special cases. When the voltage variations 
are comparable with the applied voltage, accurate fore- 
casts of tube performance can be made only by direct cal- 
culation from the tube characteristics. The actual use of the 
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Fig. 28. Constant current curves for a high-vacuum tube. The tube with 
which these data were taken is the same as the one used for Fig. 24 with 
the exception of the ii which is higher. 

static characteristics will be discussed in greater detail 
when we consider the application of the triode. 

For comparison another set of constant-current charac- 
teristics is shown in Fig. 28. The tube which gave these 
characteristics has the same dimensions as the tube used for 
Fig. 23 with the single exception of the pitch of the grid 
winding. In this case, the turns are spaced closer together 
to give more shielding and, therefore, a larger amplification 
factor. 

29. Double-grid tubes. 4, 5 In the course of the develop- 
ment of triodes and their circuits, it soon became apparent 
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that additional grids could be added to give altered charac- 
teristics which would be of great benefit in certain applica- 
tions. 

A second grid is very often added to the triode to form a 
four-electrode tube or tetrode. In general, the second grid 
may be added for one of two reasons. Sometimes a grid 
may be added between the original grid and the cathode. 
A positive potential applied to this grid will increase the 
electric field at the cathode and thereby increase the trans- 
conductance and decrease the plate resistance. In use, 
this grid is maintained at a constant positive potential and, 
since it serves to decrease the space-charge effect, is called 
a space-charge grid. The original triode grid remains the 
primary source of current control and, hence, is called the 
control grid. The use of a second grid for a space-charge 
grid is not common practice. 

One of the most important uses of high-vacuum tubes 
is the amplification of high- or radio-frequency voltages. 
Satisfactory performance of such an amplifier requires that 
the output or load voltage be completely controlled by a 
smaller voltage of the same frequency applied to the grid. 
The input or grid voltage is said to be amplified because it 
controls the frequency and amplitude of a much larger 
voltage in the load circuit. Triodes are inherently unsatis- 
factory for this service because of the electrostatic capacity 
between the grid and plate electrodes. This capacity 
couples the output circuit to the input circuit in such a way 
that some of the output voltage is impressed on the grid 
circuit. Then the output is not controlled completely by 
the primary excitation of the grid circuit. The reaction 
of the plate circuit on the grid circuit — or feedback as it is 
often called — can cause the circuit to generate self-excited 
oscillations at the fundamental or some other frequency. 
Parasitic oscillations render the amplifier completely useless 
for its original purpose and sometimes become severe 
enough in high-power amplifiers to destroy the tubes or 
some of the associated apparatus. 
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The triode can be relieved of this limitation to a very 
large extent by the insertion of a second grid between 
the control grid and plate. In this case, the grid is made 
of fine mesh to have a large electrostatic screening effect. 
Since it screens the anode very effectively, the anode voltage 
has very little effect at the cathode, and the plate current 
is controlled almost entirely by the control grid and screen- 
grid voltage. Such a tube will have a very high value of p. 

Furthermore, by providing a low-impedance path for 
high-frequency currents from this grid to the cathode, the 
grid and plate circuits can be very largely isolated from each 
other. Capacity current from the output circuit is diverted 
to the cathode and has little or no effect on the grid voltage. 

This type of tube is a tetrode but is commonly called a 
screen-grid tube, and a grid inserted for the purpose we have 
just discussed is called a screen grid or simply a screen. 

The screen-grid tube is characterized by a high amplifi- 
cation factor, high control-grid-to-plate transconductance, 
and a very high plate resistance. As may be expected, the 
plate voltage has only a slight effect on the plate current, 
except at voltages less than the screen voltage. 

Since the screen is always maintained at a fairly high 
positive potential with respect to the cathode, conditions 
are favorable for secondary emission from the anode to the 
screen whenever the plate voltage falls below the screen 
voltage. This effect occurs in all screen-grid tubes and 
results in bad distortion of the volt-ampere characteristics 
at low plate voltages. 

For this type of tube there will be two important transfer 
characteristics, one showing the effect which the control- 
grid voltage has on the plate current and the other showing 
the screen-grid- voltage effect. These two transfer charac- 
teristics are illustrated by Figs. 29 and 30. The amplifica- 
tion factor and the control-grid-to-plate transconductance 
can be calculated from Fig. 29. 

The plate characteristic for the same tube is given by 
Fig. 31. 
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The distortion in the curves at plate voltages below the 
screen voltage is due to the secondary emission of electrons 
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Fig. 29. Transfer characteristic of a screen-grid tube showing the effect 
of the control-grid voltage. 
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Fig. 30. Transfer characteristic of a screen-grid tube showing the effect 
of the screen voltage. 



from the plate. This secondary emission of electrons takes 
place to some extent even at high plate voltages, but the 
electrons so emitted cannot leave the plate unless there is 
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some more positive electrode to serve as a collector. This 
latter condition is fulfilled when the anode voltage becomes 
less positive than the screen voltage. In this particular 
case, the anode can give off secondary electrons to the 
screen whenever the anode voltage becomes less than 125 
volts. In this region, the screen-current characteristic is 




the exact opposite of the plate-current characteristic. The 
reason is that the number of electrons per second reaching 
the neighborhood of the screen is limited by space charge 
and is not greatly affected by changes of plate voltage. 
With a fixed amount of current at the disposal of the screen 
grid and plate, changing the plate voltage should simply 
bring about a continuous redistribution of the amount of 
current reaching the plate and screen. As a result, the 
amount of current taken by the plate is lost by the screen. 
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The continuity of this transition is destroyed by secondary 
emission. 

30. Triple-grid tubes. Triple-grid tubes, or pentodes as 
they are called, are an outgrowth of the tetrode. The 
pentode is simply a screen-grid tube with a third grid added 
between the screen grid and plate to prevent the flow of 
secondary emission from plate to screen. This grid, which 
is termed a suppressor grid, is a wide-mesh grid and has little 
influence on the main current flow to the anode because the 
electrons which constitute the main plate current have been 
accelerated to a high velocity before they reach the sup- 
pressor grid. The action of the suppressor grid on second- 
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Fig. 32. The plate characteristic of a pentode. Compare these curves 
with those of Fig. 31. 

ary electrons from the plate becomes clearer if we consider 
the plate to be a cathode and the screen an anode. The 
voltage accelerating the secondary electrons away from the 
anode is, then, the difference between screen and anode 
voltages. The suppressor grid is ordinarily designed to 
have a value of amplification factor which will cut off 
practically all the flow of secondary electrons with the 
suppressor grid at zero potential. 

By eliminating the distorting effect of secondary emission 
from the anode, the tetrode characteristics are smoothed 
out. This is illustrated by Fig. 32, the plate characteristic 
of a commonly used pentode. 

The suppressor grid is often connected directly to the 
cathode inside the tube, but in some cases, a lead is brought 
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out to a base pin, and the suppressor may then be con- 
nected to the cathode externally or used as an additional 
control electrode. 

The improved plate characteristic of the pentode makes 
the tube more valuable as an amplifier of low-frequency 
voltages such as are present in the transmission of voice or 
music. It has also come into common use as a radio-fre- 
quency amplifier. 

31. Internal-grid tubes. AH the tubes considered so 
far are controlled by the electrostatic influence of a grid 
interposed between the cathode and anode. 

One disadvantage of this construction is that the maxi- 
mum current can flow to the anode only when the grid 
potential is made equal to or greater than the normal space 
potential. By normal space potential, we mean the poten- 
tial at the point in the tube occupied by the grid due to the 
anode potential in the absence of the grid. In other words, 
with no grid in the tube, the space potential increases con- 
tinually from cathode to anode — as shown by curve (C), 
Fig. 23 — so that the point between the two electrodes 
which the grid is to occupy normally should be at a positive 
potential. A grid at this point will reduce the current flow 
unless its potential is raised to or above the normal point. 

We know the grid can be raised to this normal potential 
only at the expense of loss of current to the grid, with con- 
sequent grid heating, characteristic distortion, and the need 
for a driver circuit capable of supplying the grid power. 

Internal-grid tubes are made with the filament between 
the grid and anode as show in Fig. 33. Between the fila- 
ments the space potential is very near the cathode potential, 
so that, with the grid at zero or cathode potential, the cur- 
rent flow is not impeded. When this electrode, which is 
usually a solid metal sheet or cylinder, is made negative, it 
reduces the space potential throughout the interelectrode 
space and controls the space current in the same way as the 
more usual grid. Although there will be a small increase 
in current to the plate for low values of positive grid voltage, 
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the gain is small. At zero grid potential, the plate current 
is practically equal to the current through a similar tube 
with a conventional grid raised to normal space potential. 

Clearly, the plate characteristics are confined to the 
negative grid region, and the disturb- 
ing effects of grid current are elimi- 
nated. 

One disadvantage of this type of 
tube is that the amplification factor is 
low, usually slightly less than unity. 
The tube therefore requires large values 
of bias and excitation voltage. This Fig. 33. Electrode ar- 
disadvantage is largely counteracted by rangement in two types 
the low plate resistance and the absence 
of grid current, 
ing a screen grid. 

The plate characteristic of a typical internal-grid tube is 
shown in Fig. 34. Because of its low plate resistance, 
large plate current variations can be obtained with the 
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of internal-grid tubes. 

The ix may, of course, be increased by add- 
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Fig. 34. Plate characteristic of an internal-grid tube. 

expenditure of little or no power in the grid circuit. This 
type of tube is very useful for certain types of relay work, 
oscillograph amplifiers, and speech-frequency amplifiers. 
In addition to the tetrode and pentode, there are a few 



76 CONTROL OF ELECTRON SPACE CURRENTS 

other special types of multi-grid tubes designed for specific 
service. No matter how many grids there are, however, 
the same fundamental conceptions hold true. The amount 
of current leaving the cathode is determined by the value of 
electric field at its surface, and this electric field is the 
composite field due to all the electrode voltages in the tube. 
The distribution of the space current to the various elec- 
trodes depends on their areas and the electric field in their 
neighborhood. For this reason, the current to any elec- 
trode is seldom a single-valued function of its own voltage, 
but instead is partly controlled by the potentials of the 
neighboring electrodes. Consequently, the volt-ampere 
characteristic of each electrode must be a family of curves 
to show the interaction of all the potentials involved. 

The equations derived for the triode can be extended to 
include the tetrode and pentode, but the resultant formulas 
are clumsy and awkward to use. 

The plate or transfer characteristics are used for circuit 
design purposes because they are much more convenient 
and because the equations become less useful as the number 
of grids increases. 

32. Magnetic control. 6 ' 7 Another method of controlling 
electron space currents is afforded by the use of a magnetic 
field. Magnetically controlled tubes, in general, are of two 
types. Both consist of a cylindrical anode and an axial 
filament. One is controlled by means of a magnetic field 
applied externally to the tube in such a way that the mag- 
netic lines of force pass through the tube parallel to the 
filament. 

In the other type of magnetically controlled tube, the 
magnetic field is supplied by the current flowing through 
a single heavy filament placed in the axis of a cylindrical 
anode. 

These two tubes function by virtue of the characteristic 
motion of electrons in a combined electrostatic and mag- 
netic field. A moving electron acted upon by a magnetic 
field will be deflected from its original path and move along 
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a new path which is perpendicular to the original path and 
to the lines of magnetic force. 

In the first type of tube, the electrons move radially 
outward from the filament toward the anode. During the 
outward journey, they 
are acted upon contin- 
ually by a magnetic 
field parallel to the fila- 
ment. The combined 
forces cause the elec- 
tron to travel in a FlG - 35 
curved path lying in a 
plane perpendicular to 
the axis of the anode, 
is shown in Fig. 35. 



Electron Path for 
H = 0 

Electron Path for 
H= Cutoff 



Electron paths in a cylindrical, high- 
vacuum diode provided with a magnetic 
field parallel to the tube axis. 




The path followed by an electron 
As the magnetic field is increased, 
the paths become more and more curved until it becomes 

possible for an electron to flow 
out from the cathode along a 
path which is curved so much 
that the electron misses the 
anode and returns to the cath- 
ode. The electron velocities 
are nearly equal, and the critical 
curvature occurs for practically 
all electrons at the same value 
of magnetic field density. At 
this critical value of magnetic 
field, the plate current falls 
abruptly almost to zero. Fig. 
36 shows the type of control 
characteristic displayed by a 
typical tube. We see that mag- 
netic field densities less than 
cut-off have no effect on the plate current, but that the current 
does fall abruptly to a very low value when the field strength 
exceeds the critical value. The curve at the cut-off point 
is very steep but not discontinuous. The steep charac- 
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Fig. 36. The cut-off characteristic 
of a magnetically controlled tube 
of the type shown in Fig. 35. 
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teristic is found only when the cathode, anode, and mag- 
netic field are accurately co-axial. The presence of gas in 
the tube will cause the current to rise slightly before cut-off 
and may prevent cut-off entirely. 

The relation between plate voltage, anode radius, and 
magnetic field density at cut-off is: 



H is the flux density, at cut-off, in gauss. 
r is the anode radius in centimeters. 
E p is the anode voltage. 

The action of the axially controlled tube is similar except 
the paths of the electrons lie in a plane which also contains the 
filament of the tube. This tube is handicapped by the fact 
that the current which supplies the controlling magnetic 
field is also the filament-heating current. The variations 
of this current are limited not only by the magnetic field 
requirements but also by filament burn-out as a maximum 
and electron emission as a minimum. The relation between 
plate current and voltage' has the same abrupt cut-off feature 
in both types of tubes. The dimensions, critical voltage, and 
current at cut-off are related according to the following 
equation : 



E p is the critical plate voltage. 
/ is the filament current. 

R, r are radii of anode and cathode, respectively. 

Experiments show that both these equations are very 
accurate. Neither type of tube is used extensively although 
the tube with separate field has many potential applications. 
Magnetically controlled tubes such as we have discussed and 
certain variations of these tubes are useful for the generation 



where 



Ep = 0.01876 Pflog, 




where 
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of alternating voltages of extremely high frequencies. 8 
They may also be used in relays and in exploring instru- 
ments for determining the strength and direction of magnetic 
fields. For example, they may be used to study the shape 
of the field distribution around a coil or conductor. If the 
plate voltage be adjusted so that the tube is nearly cut-off 
for the magnetic field to be studied, then moving the tube 
around in space will give a minimum value of plate current 
only when the axis of the tube is parallel to the magnetic 
lines of force going through the tube. In this way, the direc- 
tion of a magnetic field may be found and plotted on a chart. 
The actual field strength may be calculated from the equa- 
tion for cut-off once the critical voltage is known. 
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TRIODE AND MULTI-GRID-TUBE APPLICATIONS 

33. Dynamic characteristics. 1, 2 It has been shown that 
a small change in the grid voltage of a triode will produce a 
change in plate current corresponding to a large change in 
plate voltage. Because of this fact, it is possible to increase 
the plate current in a vacuum tube by increasing the grid 
voltage in the positive direction even though the plate 
voltage be decreasing. It is true that the increase in plate 
current will be smaller than if the plate voltage were held 
constant, but an increase in plate current of some magnitude 
is nearly always possible provided the current does not be- 
come emission-limited or the plate voltage become so small 
that the plate current is not affected by grid voltage. This 
property of a vacuum tube gives it its ability to act as an 
amplifier. 

In practice, this amplifying effect can be automatically 
produced by the use of a resistance, R, in series with the 
plate of the vacuum tube. Suppose that such an electrical 
set-up has been made and the grid has a negative, static, or 
bias voltage applied to it such that the plate current is just 
zero for the applied plate voltage E b . Then, since no current 
is flowing in the circuit, there will be no voltage loss in the 
series resistor, and the full voltage E b will be found at the 
plate of the tube. If now a small voltage E g , which is to be 
amplified, be added to the existing grid-bias voltage E c with 
such polarity that it makes the grid voltage less negative, 
some plate current will flow. This plate current will cause a 
voltage loss, in the series resistor in the plate circuit, which 
will be equal to i p X R. The plate voltage now is no longer 
E b but Eb — {i P X R). Because the change in grid voltage 
has more effect on i p than an equal change of plate voltage, 
it is possible for the loss voltage i p R to be much larger than 
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the grid-voltage change E g . Therefore, a large voltage 
change in the plate circuit has been produced with a small 
voltage change in the grid circuit, and it is said that the 
voltage applied to the grid has been amplified. 

This is the basic principle upon which all amplifiers work. 
However, many other considerations must be taken into 
account, and they will now be explained. 

Ordinarily, the resistor referred to in the previous para- 
graph is spoken of as the load resistor. The vacuum-tube 
load need not be a resistor, however; it may be an induc- 
tance or capacitance or any combination of these three. 

Suppose that the vacuum tube is using a resistance load. 
The relation between current and voltage in the tube will 
now be something quite different from the plate characteris- 
tic or the transfer characteristic, because for each of these 
characteristics curves either the plate voltage or the grid 
voltage was held constant. No one of these curves will 
represent the conditions which exist when there is a load 
resistor in the plate circuit, for, then, all the voltages as well 
as the plate current vary. With a resistor in the plate 
circuit, the relation between the plate voltage and plate 
current must be a direct proportionality, bcause any change 
in plate current will produce a proportional change in the 
resistor voltage, and this voltage subtracted from the con- 
stant supply voltage must leave for the actual plate voltage 
an amount which is always directly proportional to the plate 
current. Consequently, the curve drawn as a plate charac- 
teristic — which represents the relation between plate 
current and plate voltage * — will be a straight line. How- 
ever, because of the influence of the grid, the plate current 
can be made very large and the plate voltage correspondingly 
small. Thus, there arises the condition that the current 
through the device is most when the plate voltage is least. 

If now the straight line giving the plate current in terms 
of plate voltage is drawn, it will be found to have a negative 
slope. This line has a slope numerically equal to the recip- 
rocal of the load resistance in ohms. Such a line is known 
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as the dynamic characteristic of the tube. The lines AB 
and CD, Fig. 24, are the dynamic characteristics for two 
modes of operation which are to be discussed in some detail. 
When the dynamic characteristic has a negative slope, the 
device exhibiting this characteristic is said to have a nega- 
tive resistance characteristic. The value of the dynamic 
characteristic depends not only on the tube but also on the 
value of the load resistance and the voltages selected. It 
is the characteristic of the tube when working into a load in 
contrast to the static characteristic which represents the 
tube when idle, i.e., no load. The dynamic characteristic 
can be predetermined from the static characteristic if the 
circuit constants and voltages are known. 

If the static characteristics of the tube were exactly 
parallel everywhere, the dynamic characteristic for a resist- 
ance load w T ould always be very nearly a straight line. 
However, at the lower plate currents, the static character- 
istics change curvature rapidly, and if the dynamic charac- 
teristic be extended into this region, the relation between 
grid voltage and load voltage will not be linear. The 
dynamic characteristic for a reactive load taken with direct 
current will be the same as the static characteristic, but, if 
alternating current be applied to the grid, the dynamic 
characteristic will be looped because the alternating com- 
ponents of load voltage and plate current are out of phase. 
Curvature of the dynamic characteristic is also caused by 
attempting to exceed the emission limit of the cathode or by 
making the grid become more and more positive. In the 
latter case, two effects occur. First, the tube will become 
saturated, that is, a point may be reached where further 
increases in grid voltage will no longer increase the plate 
current. Second, since the grid circuit usually contains 
some resistance, the flow of grid current will cause a voltage 
drop in the grid circuit which shifts the dynamic charac- 
teristic to lower plate-current values by changing the bias 
voltage. For distortionless amplification, all these effects 
must be avoided. In some other types of service, the 
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dynamic characteristic is intentionally curved to give high- 
efficiency operation. 

Some of the foregoing actions are utilized in the vacuum- 
tube voltmeter, which may use the circuit shown in Fig. 37. 
With the set-up illustrated, very little emission current is 
needed, and, therefore, the filament may be operated at low 
voltage. This voltmeter is made ready for use by adjusting 
the grid voltage accurately to give zero plate current with 
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Fig. 37. The circuit for the slide-back voltmeter using a high-vacuum, 
three-electrode tube. 



no voltage at X. In practice, this is not always feasible, 
but the current should be reduced to some low but con- 
veniently read value, such as 0.5 microampere. 

If now a d-c voltage be applied at X of such polarity 
that the grid becomes more positive, i v will increase. This 
current i p should now be reduced to its original value by 
increasing the negative bias voltage. Enough bias voltage 
in opposition to the unknown voltage has now been added 
to make the actual grid voltage return to its original value, 
as indicated by the return of the plate current to its original 
value. Evidently, then, the increase in grid-bias voltage 
must be equal to the unknown voltage. There is thus a 
voltage setting E c0 corresponding to zero voltage at X, and 
another voltage E c when the unknown voltage is applied at 
X. In view of these considerations: 

E x = E c — E c0 

If an unknown alternating voltage be applied at X, the 
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procedure for measurement is the same. In this case, 
however: 

Peak E^o = E e — E<$ 

After the value E ca is found and before E x is applied, the 
grid-bias voltage should always be increased to its maximum 
value to avoid destroying the plate mi- 
croammeter. If the battery voltages 
remain constant, E M will not vary and 
need not be repeated for every reading 
of B m 

This type of voltmeter is called the 
slide-back voltmeter and is useful for 
measuring voltage where insufficient 
power is available to operate an ordinary 
instrument. We know that the grid 
current will be only a fraction of a mi- 
croampere, and, therefore, we are able to 
measure voltages in a circuit without 
disturbing that circuit by drawing cur- 
rent to actuate the voltmeter. 

The tube shown in Fig. 38 is partic- 
ularly useful when a measuring device 
with an extremely high input resistance 
is needed. 3 This tube is a tetrode so 
designed that the grid current is a min- 
imum. The tube can be used as a volt- 
meter or ammeter in circuits where the 
measuring instrument must add no load. 
The extremely low grid-current charac- 
teristic is obtained by using voltages 
below the ionization voltages of most 
gases, together with an exceptionally good evacuation. In 
addition, the control grid is mounted on special quartz 
insulators. 

Using this tube, many circuits have been devised which are 
capable of measuring currents of the order of 10" 16 ampere. 4 




Fig. 38. A low-grid- 
current, high-vac- 
uum tube. 
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Another special tube 5 that is very useful in measurement 
work is shown in Fig. 39. It has been found that the steady- 
plate current flowing in a vacuum tube is contaminated with 
random current effects due to a number of causes. Among 
these causes are charges on the glass walls and insulating 
members, space-charge fluctuation due to positive ions, and 
electrical leakage over the glass stem. 
Most of these random effects are found 
in the frequency band below 200 
cycles, and consequently, if ordinary 
tubes are used for measurement 
purposes on direct current or low- 
frequency alternating current, a def- 
inite limit is put on the sensitivity 
of the measuring device. 

Careful study has segregated the 
disturbance into the causes mentioned 
in the preceding paragraph, and this 
triode has been designed to reduce 
these effects to a minimum. The re- 
sult has been accomplished by adopt- 
ing a design which prevents the escape 
of electrons to surrounding insulating 
members and by the reduction of the 
residual gas content to a very low 
value. 

Voltages of the order of 1.0 micro- 
volt ean be measured, without inter- 
ference from random effects, with an 
amplifier which uses one of these tubes 
in the first, or coupling, stage. For greater sensitivity, use 
is made of these tubes in the first two stages of the am- 
plifier. 

The vacuum-tube voltmeter is found to be very suitable 
for the measurement of small voltages in a high-resistance 
or low-regulation circuit, and for the measurement of radio- 
frequency voltage and current. In connection with an 




Fig. 39. A three-electrode 
high-vacuum tube de- 
signed to have a mini- 
mum of undesired dis- 
turbances in the plate 
current flow; that is, a 
" low-noise" tube. 
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ondograph, it can be used to analyze complicated voltage or 
current wave forms. 

34. Amplifiers. 2 ' 6 Amplifiers are usually divided into the 
three following classes according to their specific functions: 

1. Current amplifiers. 

2. Voltage amplifiers. 

3. Power amplifiers. 

These three main divisions may be subdivided further 
according to less general characteristics. Fundamentally, 
all high-vacuum tubes are voltage-operated devices since 
the effect produced in the plate circuit by means of the grid 
voltage does not require a flow of current to or from the grid. 

Current amplifiers, as such, are devices that convert small 
changes of grid voltage into large changes of plate current. 
They are characterized by an extremely low value of load 
resistance. 

Voltage amplifiers are designed to give large output volt- 
ages for small grid voltages. This type of amplifier com- 
monly uses a load of the order of 100,000 ohms or higher. 

Power amplifiers use load resistances of only a few thou- 
sand ohms and are characterized by large grid- and plate- 
voltage variations and large plate-current variations. 

The grid voltage for all vacuum-tube amplifiers is made up 
of two voltages. One of these is a constant voltage, called 
the bias voltage; and the other is the voltage to be amplified, 
called the exciting voltage or excitation. The bias voltage 
fixes the average value of grid potential. The actual instan- 
taneous grid-cathode voltage is the algebraic sum of the bias 
and excitation voltages. Similarly, the total plate-circuit 
voltage is made up of two voltages. One of these is the 
constant plate-supply voltage and the other is the load 
voltage. The instantaneous anode-cathode voltage is the 
algebraic sum of the load voltage and supply voltage. 

Usually the input voltage (exciting voltage) is some 
periodically changing voltage, such as a sinusoidal alter- 
nating voltage. 
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Vacuum tubes can be used with periodic voltages of any 
frequency up to about 6 X 10 8 cycles per second and in cer- 
tain cases at higher frequencies. The frequency range below 
16,000 cycles is usually called the audio-frequency range; 
above 16,000 cycles, the radio-frequency range. In the 
audio-frequency range, high-vacuum tubes serve principally 
as amplifiers of the alternating voltages used in the trans- 
mission of speech or music. Such amplifiers must amplify 
all frequencies in a rather wide band equally well, whereas 
amplifiers used in the radio-frequency range are usually 
required to operate over only a narrow frequency band. 
Because of the many differences in the circuit arrangement 
dictated by the frequency difference, all amplifiers which are 
used at low frequencies are commonly called audio-frequency 
amplifiers and higher-frequency amplifiers are called radio- 
frequency amplifiers. The load circuit for audio amplifiers 
may be a resistance or transformer or some combination of 
resistance and impedance which does not favor or discrimi- 
nate markedly against any frequency. Radio-frequency 
amplifiers generally use a tuned circuit consisting of in- 
ductance and capacity in parallel. When such a circuit is 
tuned to the operating frequency, it acts like a high resist- 
ance for this one frequency and so may be used for a load 
circuit in much the same way as a true resistance. 

A power amplifier operating with a tuned circuit for a load 
may be made to supply its own exciting voltage by returning 
part of the load voltage to the grid circuit with a suitable 
coupling device. With a properly adjusted circuit, such a 
device will convert power from a direct-current source to 
power in the form of alternating voltage and current at a 
frequency determined by the circuit constants. This device 
is called a self-excited oscillator or simply an oscillator and 
may be used as a power converter in the frequency bands 
previously mentioned. 

Very often, the capacity that exists between the plate and 
grid of a vacuum tube will be sufficient to cause enough of 
the output voltage of an amplifier to return to the grid 
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circuit to make the circuit oscillate regardless of the voltage 
to be amplified. An amplifier which does this is useless, and 
corrective circuits must be added to neutralize the un- 
wanted or feedback voltage. This effect is largely overcome 
with the screen-grid tube because the screen may be made 
to act as an electrostatic shield between the grid and plate 
and thus reduce the troublesome control-grid-to-plate ca- 
pacity to a very small value. By using screen-grid tubes, 
voltage amplifiers can be built that will amplify the applied 
grid voltage about one hundred times. 

In the foregoing explanation of the action of an amplifier, 
the grid voltage was considered to be made up of two parts: 
the bias voltage and the exciting voltage. For any value 
of applied plate voltage, there will be a value of negative 
grid voltage just sufficient to bring the plate current to zero. 



uum tube Class B amplifier, voltage change will be produced 



during the other half cycle, the tube will have more than 
enough voltage for cut-off and no current will flow. The 
current and voltage relations for the circuit will then be as 
represented in Fig. 40. 

If the bias voltage be made greater than E c , plate current 
will flow for less than one-half cycle; and if the bias is less 
than cut-off, plate current will flow for more than one-half 
cycle. 

The properties of the amplifier are very largely deter- 
mined by this choice of current period. Amplifier types 
are further subdivided into class A, B, or C, according to the 
length of the current period. 



Fig. 40. The current and volt- 
age relations in a high vac- 




This is called the cut-off point. 
Suppose a sinusoidal alternating 
voltage applied to the grid circuit 
with the tube biased just to cut- 
off. Then for every value of grid 
voltage on one-half cycle of excit- 
ing voltage, a proportional amount 
of plate current will flow and a 



in the plate circuit. However, 
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35. Class A amplifiers. 2 ' 6> 7 These amplifiers are so 
biased and excited that plate current flows during the entire 
cycle, but the grid is never allowed to become positive with 
respect to the cathode. The output voltage is nearly an 
exact reproduction of the input voltage. The power ampli- 
fication is high and 
the efficiency low. 
The grid bias is 
much less than cut- 
off as shown in Fig. 
41. 

Class A amplifiers 
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power amplification, high-vacuum tube used as a Class A amplifier. 

medium power out- 
put, and good reproduction of the wave shape of the 
exciting voltage. The dynamic characteristic is nearly 
linear, and the distortion is therefore small. They are 
used almost exclusively as audio-frequency amplifiers to 
supply power for telephone transmission, loud speakers for 
radio receivers, public address systems, and to supply the 
large amounts of audio-frequency power required for radio 
telephone transmission. 

Class A voltage amplifiers are ordinarily used for the dis- 
tortionless amplification of a small voltage. The plate load 
resistance or impedance is large compared to the plate resist- 
ance, and the plate current variation is small. Van der Bijl 
has shown that, under these conditions, the performance of 
the amplifier may be predicted by assuming a purely fictitious 
alternating voltage p.e g to be inserted in the plate circuit in 
series with the plate resistance and load resistance. Then 
the alternating component of current i v in the plate circuit 
of the voltage amplifier can be written as : 

. _ Me g 

P ~ r v + R, 



where r p is the plate resistance of the tube, Ri is the resistance 
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of the load, and e a is the signal voltage applied to the grid. 
Then the output voltage is : 

1 Ri + r v 
and the voltage amplification is: 

61 _ Rm 

e g Rt + r p 

r v is the plate resistance corresponding to the average tube 
voltages, i.e., plate potential equal to the supply voltage 
and grid potential equal to the bias voltage. The equation 
holds rather well for any type of amplifier tube. The 
effect of load resistance is shown by the theoretical curve, 
Fig. 44. 

An amplifier of this type may be used in radio receivers 
and transmitters, phototube amplifiers, or in any other 
application requiring the distortionless amplification of a 
small voltage. 

Class A power amplifiers operate with much lower values 
of plate load and larger current and voltage variations. 
EF of Fig. 25 shows a typical dynamic characteristic. 
Point 0, which corresponds to the average value of plate 
voltage and current, is selected to give the highest power 
input to the tube without exceeding the rated anode power 
loss. The load resistance is chosen to give the highest 
power output without exceeding the allowable distortion. 
The slope of the dynamic characteristic is the negative 
reciprocal of the load resistance, and, so, lines may be 
drawn through the point 0 corresponding to any value of 
load resistance. The terminals of the dynamic character- 
istic give the peak values of the alternating component of 
plate voltage and current, and from these values, the power 
output and distortion may be calculated according to the 
following formulas: 

Power output = ^ P" ~ " E ^ . 
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% Second harmonic distortion = 50 



max I J- min 




max min 



2^. 



Power input = E b I b . 



I b is the average value of plate current. 

The proper operating conditions may be found by trying 
a number of different values for slope and, hence, load re- 
sistance. The best value of load resistance is usually about 
twice the plate resistance. 

Briefly, the distinctive features of Class A service are low 
distortion, low efficiency, low power grid excitation. These 
features are obtained by biasing so that plate current flows 
all the time and by restricting the grid excitation to the 
negative part of the characteristics. 

36. Class B amplifiers. 2 ' 8,9 In this type of amplifier, 
the plate current is allowed to flow for one-half cycle, and 
the grid is allowed to become positive. The grid driving 
circuit must, therefore, be capable of supplying power to 
the grid without changes in grid-voltage wave shape. The 
distortion is reduced by using a second tube arranged to 
supply a common load circuit with each alternate half 
cycle of plate current. In this way, the load receives a full 
cycle of alternating current although each tube supplies 
only one-half cycle. 

The tube is biased almost to cut-off and excited by a large 
grid swing which forces the grid positive as far as distortion 
will permit. 

The grid bias is usually made slightly less than cut-off 
to avoid the changed curvature in the low current part of 
the static characteristics. 

The current-voltage relations are illustrated by Fig. 40 
and by the typical dynamic characteristic CD of Fig. 24. 

These relations are much the same whether the tube 
be used at high or low frequencies. The plate current is 
very nearly a half sine wave so that the ratio of peak to 
average is: 



max 



= *I, 



ave 
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Since the output voltage is also a sine wave with sinusoidal 
grid excitation, the following relations hold: 



Power output = 
Power input = Ia. ve E b = l max ^ b . 

These relations hold exactly if the wave shapes are 
sinusoidal, and if the plate current is biased exactly at cut- 
off. It is common practice to permit the flow of a small 
current, with bias only, to avoid distortion, and this residual 
current causes a small error unless taken into account. 

Perhaps the greatest amount of distortion in the Class B 
amplifier is introduced by wave-shape distortion in the grid 
circuit due to grid current flow during part of the cycle. 
This distortion can be minimized by using low-resistance 
grid circuits fed from a source of excitation of sufficient 
capacity to supply the grid driving power without undue 
changes of wave shape. 

This type of amplifier, as compared with the Class A 
amplifier, permits higher power output from the same size 
tube. Class B amplification is characterized by higher 
power output, lower power amplification, higher efficiency, 
and higher distortion. 

Class B amplifiers are in common use as radio- and audio- 
frequency amplifiers. 

37. Class C amplifiers. 2, 8 ' 10, 11 Plate current flows for 
considerably less than a half cycle in the Class C amplifier. 
The distortion is large. The grid is driven positive to reduce 
the plate resistance to the lowest possible value regardless of 
plate-current wave-shape distortion. This mode of oper- 
ation gives the greatest distortion, the highest power out- 
put, and the highest efficiency. Fig. 42 shows the current 
and voltage relations corresponding to the typical dynamic 
characteristic AB of Fig. 24. The Class C amplifier com- 
monly uses a tuned load circuit and is employed only with 
exciting voltage of one frequency. 
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Class C operation is similar to Class B in many respects, 
but owing to the wave-shape distortion, straightforward 
calculation of the performance by means of simple formulas 
is rarely possible. 

Accurate predetermination of Class C performance is 
best found by selecting a trial dynamic characteristic and 
calculating the average value and fundamental frequency 
component of the resultant plate-current wave shape. The 




Fig. 42. The relation between plate current, plate voltage, and grid voltage 
for the Class C mode of operation. 

load voltage and grid voltage, average input voltage, and 
grid bias are all determined by the chosen dynamic char- 
acteristic. These data taken directly from the tube char- 
acteristic permit an accurate forecast of the power output 
and input, load impedance, and other design features. 

Fig. 43 shows the essential elements of the circuit arrange- 
ments used with the various modes of operation. The 
operation of the Class C self-excited oscillator is not self- 
evident because the tuned circuit plays such a large part. 

The inductance L and the condenser C comprise a par- 
allel electrical network. This network becomes resonant at 
some one frequency and when operated at the resonant 
frequency has several characteristics which make it useful 
for the plate load circuit of a vacuum tube. At resonance, 
this parallel network, or " tank " as it is commonly called, 
acts like a pure resistance having a value given by: 

7? -A 

-^effective T>n* 
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The circuit has the further property that energy may be 
supplied to it for a small fraction of a cycle and be stored 
during the charging period in the tank condenser. The 
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Fig. 43. Circuit elements for Class A, B, and C operation. The dynamic 
characteristics and the principal values of current and voltage are shown 
to the right. 



stored energy will develop an alternating voltage between 
the condenser or inductance terminals provided the resistance 
is not too high. This alternating voltage will be nearly 
sinusoidal and will have a frequency given approximately 
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by the relation : 

These properties are used in the vacuum-tube oscillator. 
Energy is supplied, in the form of plate-current pulses, to the 
tank circuit each cycle. This energy maintains an alter- 
nating voltage, having a frequency given by the foregoing 
formula, across the terminals of the tank circuit. So long 
as enough energy is stored during each cycle to supply all 
the circuit losses in that cycle, the oscillations will be main- 
tained. During operation, a large alternating voltage is 
present between the plate and the filament, and a smaller 




Load Resistance (Megohms) 
Fig. 44. The calculated gain in a high-vacuum tube amplifier for various 
load resistors. The tube for which this curve was calculated has a m of 50 
and a plate resistance of 50,000 ohms. 

voltage, 180 degrees out of phase, between the grid and the 
filament. Consequently, even though the plate voltage de- 
creases, the increasing grid voltage causes a large increase in 
plate current. This plate current must flow for only about 
one-quarter of the cycle, and the peak plate current must 
occur when the plate voltage is least, to obtain high efficiency. 

When the grid goes positive, it, of course, draws electron 
current which is used to charge the grid blocking condenser 
and supply the grid-bias voltage automatically. The Class 
C amplifier is very similar to the Class C oscillator. In the 
amplifier, however, the grid alternating voltage is supplied 
from some lower-powered oscillator or amplifier. Since the 
frequency of the grid excitation is fixed by the preceding or 
driving stage, changing the constants of the amplifier tank 
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no longer changes the frequency, but instead presents a 
different load impedance to the tube. This circuit is 
brought into resonance usually by changing the tank con- 
denser until the average plate current to the tube is min- 
imum. At this point, the amplifier will operate with max- 
imum efficiency unless extraneous oscillations occur. 

Vacuum-tube oscillators or Class C oscillators, such as 
that described, are used as radio-frequency power con- 
verters for radio transmitters, testing purposes, induction 
furnaces, therapeutic treatments, and elevator leveling. 

The power output of a radio-frequency oscillator or power 
amplifier may be radiated from an appropriate radiating 
system or antenna and caused to induce similar voltage 
variations in another, distant antenna. 

At the receiving station, a vacuum tube may be used to 
detect these minute voltage fluctuations induced in the re- 
ceiving antenna. Ordinarily, the load circuit of this de- 
tector tube is a high impedance (giving a resistance effect) 
or a resistance, so that small plate-current variations will 
cause large voltage changes in the load circuit. If the 
voltage induced by the distant transmitter be coupled to 
the grid of the detector tube, the plate current will change 
from the steady-state condition, provided the grid-bias 
voltage is not so large that no current can flow. This plate 
current will be made up of several components. One of 
these components will be a unidirectional current whose 
magnitude depends on the strength of the received signal. 
If a telephone receiver be connected in the plate circuit of 
this tube, nothing will be heard as long as the transmitter 
power remains constant. However, if the transmitter 
power be made to vary between fixed limits at a rapid rate, 
the radiated power and the received signal would vary in 
the same way; and the direct-current component in the 
plate current of the detector tube would no longer be con- 
stant but would vary between proportional limits at the 
same rate. The result would be a sound of the same pitch 
in the telephone receiver. If, for example, the transmitter 
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power were sinusoidally varied from maximum to minimum 
and back to maximum 256 times a second, the formerly 
constant component of plate current in the detector tube 
would have superimposed an alternating component of 
current having a frequency of 256 cycles per second and an 
amplitude of variation dependent on the amount of power 
variation in the transmitter. This alternating component 
of current would produce in the telephone receiver a musical 
note having a frequency of 256 cycles per second, i.e., 
middle C on the piano scale. 

When the power output of a radio-frequency amplifier 
or of an oscillator is varied in this fashion, the power is said 
to be modulated. Modulation is accomplished by means 
of other vacuum tubes, and a tube used for modulating pur- 
poses is called a modulator tube or modulator. The modu- 
lator tube is simply a Class A or B amplifier capable of large 
amounts of power output. 

The plate circuit of the modulator tube is so connected 
to the plate circuit of the power amplifier or oscillator that 
any variation of the output voltage of the modulator will 
cause a corresponding change in the plate voltage of the 
power amplifier or oscillator, and thereby change the radio- 
frequency power output in accordance with the plate- 
voltage variations of the modulator. The plate-voltage 
variations of the modulator tube are controlled by the 
signal voltage applied to the grid of the modulator. Since 
this type of amplifier will reproduce, with very little dis- 
tortion, the wave shape and frequencies of the voltages ap- 
plied to its grid, it follows that the voltage from a telephone 
transmitter may be made to change the radio-frequency 
power in an antenna system in accordance with the speech 
input to the telephone transmitter. At the receiving sta- 
tion, these power variations are translated into audible 
speech again by the rectifying action of the detector tube 
and the telephone receiver. 

This is the fundamental arrangement of all radio broad- 
casting systems. There are at the transmitting station, first, 
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Class B or C radio-frequency power amplifiers to raise the 
power level of a small radio-frequency oscillator to the de- 
sired high value ; second, Class A or B amplifiers to amplify 
the output of the microphones to a high power level; and, 
last, modulator tubes to modulate the radio-frequency 
power in accordance with the audio-frequency variations 
from the microphone. 

At the receiving station, there are radio-frequency voltage 
amplifiers to magnify the received signal to a considerable 
voltage, and then a detector to translate the radio-frequency 
voltage variations into audible-frequency voltage varia- 
tions. Following the detection, the audio-frequency volt- 
ages are usually amplified again by Class A amplifiers to 
any desired power level and supplied to the loud speaker. 

The vacuum tube has found extensive application in this 
manner in radio service, but, nevertheless, it should not be 
regarded as a radio device. It is, instead, an electronic 
device which in one field of application has made modern 
radio transmission possible because of its inherent ampli- 
fying ability. Its extreme versatility is rapidly making it 
an invaluable tool in countless other applications as well. 

Many hundreds of tubes are used in automatic train con- 
trol systems which, by bringing information concerning the 
track ahead to the oncoming train, help make railroad 
transportation safe. For the past few years, the so-called 
fever machine 12, 13 has attracted much attention. Research 
workers in the medical field have suspected for a long time 
that the fever accompanying a diseased condition is some- 
times a corrective condition and would be helpful if it could 
be produced artificially and controlled. The possibility of 
doing this was demonstrated when several men working near 
a high-power, short-wave oscillator developed a fever. Sub- 
sequent tests proved that a patient placed between two large 
condenser plates could be given an entirely controllable fever 
with no permanent ill after-effects. The condenser plates 
are fed with alternating voltage — with a frequency of about 
10,000 kilocycles — supplied by an ordinary Class C oscil- 
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lator. The temperature rise or fever is due to the heat 
generated in the patient's body by the high-frequency 
electrostatic field. This equipment promises to be a very 
valuable aid in the treatment of certain diseases. 

High-vacuum tube amplifiers are also used in conjunction 
with phototubes to perform a vast number of automatic 
selection, control, and counting jobs in the manufacture of 
various articles. 

We have seen how electron emission and space charge 
cooperate to give us the versatile high-vacuum tube, and 
now we must consider another great class of electron tubes 
in which the space-charge effect is modified by the addition 
of gas or vapor. 
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GAS- OR VAPOR-FILLED ELECTRON TUBES 

38. Comparison with high-vacuum tubes. 1, 2 It has been 
shown that in high-vacuum tubes the space-charge-limited 
current flow is determined entirely by the geometrical char- 
acteristics of the electrodes and the voltages applied to these 
electrodes. In the tubes to be considered now, the mag- 
nitude of the current flowing is not affected by relatively 
large changes in the shape and size of the electrodes. 

This class of tubes comprises all the gas- or vapor-filled 
tubes. These tubes resemble the high-vacuum tubes in a 
general way inasmuch as they ordinarily use a hot cathode 
as a source of electrons, an anode to collect the electrons, 
and may have any number of control elements. In addi- 
tion, however, all these tubes are filled to a low pressure 
with some inert gas such as argon or helium or with the 
vapor of some material such as mercury or cesium. It is 
this gas content which makes the great distinction between 
this class of tube and the high-vacuum tubes. 

The conduction of electricity through gases includes a 
number of associated phenomena, such as corona, sparks, 
arcs, and glow discharges. 11, 12 These phenomena are all 
related by their dependence on electron flow and ionization. 
They are distinguished, one from another, by the pressure 
and kind of gas and by the electron-emitting mechanism. 

It is not necessary for our purpose to explore this entire 
field since we are primarily concerned with tubes using hot 
cathodes and a low pressure of some monatomic gas. The 
gases commonly used are argon or mercury vapor. If the 
gas be mercury vapor, the pressure is generally between 
1.0 and 100 microns. With argon, the pressure is about 
150 to 500 microns. Therefore, we need consider only the 
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conduction of electricity through gases at low pressures. 
This branch of the whole field has been the subject of in- 
tensive study by many workers who have brought to light 
a vast amount of experimental information upon which to 
base workable theories. 

The difference in the gas- or vapor-filled tubes and the high- 
vacuum tubes may be clarified by the following summary: 

The high- vacuum tube is characterized by: 

1. Large cathode-to-anode voltage differences. 

2. A high effective resistance to current flow. 

3. The necessity for large voltage changes to obtain 

large current changes. 

4. Medium efficiency of energy transfer. 

The gas- or vapor-filled tube is characterized by: 

1. Small cathode-to-anode voltage differences. 

2. A low effective resistance to current flow. 

3. Large current changes with practically constant 

voltage difference between anode and cathode. 

4. High efficiency of energy transfer. 

These points of difference are not obtained by design 
features but are the results of the fundamentally different 
method of current conduction through the tube. The 
current flow in the high-vacuum tube is controlled entirely 
by the electrostatic influence of the electrodes. This 
advantage is gained, as we have seen, only at the expense 
of high voltage and power losses. In the gas- or vapor- 
filled tubes, the view point is reversed. We wish to obtain 
the desired current flow with the least power loss and the 
lowest voltage drop. Space-charge, such as we found in the 
high-vacuum tubes, is unwanted and we make every effort 
to minimize it. 

39. Formation of the arc. In the high-vacuum tube, the 
magnitude of the electron current flow is controlled by the 
distribution of potential in the space between the emitting 
and collecting electrodes when that space contains the 
electrons which make up the current flow. The presence 
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of these electrons decreases the potential in the space below 
the values which would exist if no charges were present. 
All these factors are effective in governing the amount of 
current flow in a way expressed quantitatively by the well- 
known space-charge equations. 

Suppose now that a small amount of gas be admitted to 
the tube. The current-voltage characteristic would no 
longer follow the space-charge equation. The curve would 
be steeper; that is, the current would increase more rapidly 
with voltage than the space-charge equations predict. The 
addition of more gas would cause still greater departures 
from the high-vacuum characteristic. In addition, we 
would find the tube filled with a colored glow characteristic 
of the kind of gas admitted. 3 

In particular, suppose that one of the high-vacuum, 
two-electrode tubes had been filled with mercury vapor by 
distilling some mercury into the tube after the tube had 
been exhausted of other gases. If then a volt-ampere char- 
acteristic were taken on this tube, it would be found that 

increasing the plate potential from 
zero to about 8.0 volts positive 
would cause a small current to 
flow to the anode. This current 
S~ might be even less than if no vapor 

^ j were present in the tube. How- 

Fig. 45. Simplified curves to ever » th e current through the tube 
show the distinction between would increase more rapidly as the 

the volt-ampere characteris- vo l ta g e was raised until, at about 
tics of high-vacuum tubes and -, „ , _ , , , , , . , 

gas-filled tubes. 12 or 15 volts > the current would 

jump to a very large value. If 
the cathode were capable of emitting large currents, it 
would be found that changing the plate load resistance 
would cause large variations in current with but little 
change in the voltage between the cathode and anode 
of the tube. The volt-ampere characteristic of such a 
tube and that of a high-vacuum tube are represented in 
Fig. 45 to show the main difference between this charac- 
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teristic of these tubes. The tube has changed its nature 
because of the positive ions formed by electrons colliding 
with gas atoms. 

The ions are the loci of positive charges corresponding to 
the loss of one or more electrons from the atom. They tend 
to make every point in the interelectrode space more pos- 
itive. If enough ions are present, not only can the original 
negative space charge due to the electrons be ehminated, 
but also a positive space charge can be substituted. The 
positive ions are very heavy and do not move rapidly. 
Therefore, they do not contribute much to the total current 
flow. They do permit, however, the flow of extremely large 
electron currents by altering the space potential. For ex- 
ample, Langmuir has shown that, for very low rates of ion 
production, one mercury ion generated at the anode will 
permit the flow of 229 additional electrons. 4 Similarly, one 
argon ion will cause 1 02 more electrons to cross from cathode 
to anode. 

The gas discharge is made up of three types of particles; 
the electrons, the neutral gas atoms, and the positive ions. 
Each of these three constituents has its own characteristics 
and each plays an important role in the conduction of the 
current from cathode to anode. 

We have discussed the production and behavior of ions 
and atoms in a general way in an earlier chapter. Now, we 
must inquire into the part which they play in making our 
electron-tube family even more versatile. 

The mechanism of the building-up of the gas discharge 
may be described briefly as follows : if a gas- or vapor-filled 
tube be connected to a circuit arranged to study the volt- 
ampere characteristic, no current can flow until plate voltage 
is applied. 

When the circuit is closed — assuming the cathode to be 
raised to an emitting temperature — some electrons will leave 
the cathode and move toward the anode. 

In the high-vacuum tube, these electrons follow a con- 
tinuous path from the cathode to the anode. In the gas- 
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filled tube, however, the average length of uninterrupted 
motion is the length of the mean free path. 

If the electric field strength in the space between elec- 
trodes is high enough to give the electrons an ionizing ve- 
locity, some of the collisions will result in the formation of 
positive ions and free electrons. 

Owing to their much larger mass, the ions cannot flow 
across the interelectrode space as rapidly as can the elec- 
trons. The influence of each positive ion is exerted for a 
comparatively long time and, therefore, a few ions can 
neutralize the negative space-charge effect of hundreds of 
electrons. As the rate of ion generation increases with in- 
creasing voltage or gas pressure, the ions first counter- 
balance the negative space charge due to the electrons and 
then raise the space potential above normal by substituting 
a positive space charge. The positive space charge may be 
made so intense, and the space potential raised so much, 
that finally the potential gradient at the anode will be re- 
duced to zero. As shown by Langmuir, any further increase 
in the number of ions generated will develop a potential 
maximum near the anode. 4, 5 

However, the existence of a potential maximum means 
that there is a retarding potential which tends to prevent 
electron flow to the anode. 

The electrons knocked out of the atoms when the ions are 
formed join the stream of electrons which come from the 
cathode. So long as there is no potential maximum, all of 
the electrons flow to the anode. If, however, the ion gen- 
eration rate is high enough to form a potential maximum, 
only those electrons with sufficient energy can move against 
the retarding field and reach the anode. The low-speed 
electrons accumulate in the potential maximum. The 
trapped electrons add negative space charge which lowers 
the height of the potential maximum and, hence, the re- 
tarding field at the anode. The lower-potential barrier 
permits a larger electron flow to the anode and checks the 
accumulation in the potential maximum. This process of 
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Distance 

Fig. 46. Comparison of the voltage dis- 
tribution in a high-vacuum tube and 
in a gas-filled tube. 



self-adjustment continues until the number of electrons 
flowing into the potential maximum is exactly balanced by 
the number which escape to the anode. 

The whole process can be summarized by saying that the 
transition from no current flow to the arc discharge is brought 
about by increasing the ion generation rate from zero to the 
value needed to produce a 
potential maximum in space 
between the anode and 
cathode. The potential 
distribution changes pro- 
gressively from that cor- 
responding to a slight neg- 
ative space charge to that 
of a more and more intense 
positive space charge until 
the potential maximum is 
formed. Further potential increases are prevented and 
equilibrium is established by the accumulation of electrons 
in excess of the number needed for current conduction. 
This mechanism gives rise to a potential distribution 
in the interelectrode space similar to that illustrated in 
Fig. 46. 

The conditions which must be fulfilled before the arc can 
start may be made clearer as follows. Consider a tube 
having a hot cathode and an anode and filled to a low 
pressure with some gas — say mercury vapor. An arc dis- 
charge will not be established between these two electrodes 
until enough ions are being generated to raise the potential 
of some point in the interelectrode space above anode po- 
tential. The number of ions required depends on the anode 
potential and electrode configuration but, obviously, for 
any one tube depends only on the anode potential since elec- 
trode shapes and sizes are fixed in manufacture. The num- 
ber of ions produced by electron impacts obviously involves 
the number of electrons flowing from cathode to anode. 

The electron current and the required positive-ion 
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density are related by the ionization probability 6, 7 ' 8 which 
we discussed in an earlier chapter. 

When we say that, for every anode voltage, there is a 
minimum required rate of ion production, we are at the 
same time fixing the minimum electron current flow needed 
to produce the ions. The value of electron current which 
will produce the required number of ions depends, of course, 
on the electrode configuration, the kind and pressure of the 
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Fig. 47. The calculated current required for breakdown in a hypothetical 
case and the actual current flow. The intersections of the two sets of 
curves give the breakdown voltages for different gas pressures. 

gas, and the accelerating voltage. In the tube we are con- 
sidering, we can change only the gas pressure and voltage. 
The curves of Fig. 47 illustrate the relation between andde 
voltage, gas pressure, and electron current needed to start 
the arc discharge. 

These curves are boundaries which mark the points where 
the arc can start. The arc will start, therefore, when the 
anode voltage is increased enough to make the actual current 
flow equal the boundary value. For example, curve (a) of 
Fig. 47 shows the current required and curve (A) gives the 
values of current which can flow. Both curves are for the 
same gas pressure. With anode voltages below about 35 
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volts, the electron current is not enough to produce the re- 
quired ionization. Any anode voltage equal to or greater 
than the intersection point of the two curves will cause the 
arc to start. Curves B-b, C-c, and D-d show the effect of 
higher gas pressures. 

Certain sections of the discharge behave quite differently 
and have been given distinguishing names. The regions of 
large potential change ab and cd in Fig. 46 are called 
" sheaths," and the region be is called the " plasma." 
The plasma will be recognized as the flattened potential 
maximum. 

The plasma is a region where the change in voltage in the 
cathode-anode direction is small and the number of ions is 
about the same as the number of electrons. 

The sheaths are regions of high electric fields and are 
characterized by a preponderance of ions or electrons. In 
Fig. 46, the regions ab and cd have a voltage distribution 
which will accelerate positive ions out of the plasma to the 
anode and cathode, and are known as positive-ion sheaths. 

40. The Plasma. 2, 5> 9 The characteristics of the plasma 
and of the sheaths are so different that they can best be dis- 
cussed separately. 

The plasma is the main body of the arc and is a region 
of small electric fields. Theoretically, ions and electrons 
are present in about equal numbers. Three types of par- 
ticles are present: neutral and excited gas molecules, ions, 
and electrons. The electrons in the plasma usually have a 
Maxwellian velocity distribution and behave like a gas, but 
with the added feature that this electron gas is influenced by 
electric and magnetic fields. 

Of all the gases or vapors which might supply the ions, 
mercury vapor usually is the most satisfactory, because the 
mercury ion is heavy and is more effective for reducing 
electron space charge. Mercury vapor has a relatively low 
ionization potential and a high ionization probability. 
These factors contribute to high efficiency of current con- 
duction. At ordinary pressures, if all other conditions re- 
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main the same, the density of gas atoms controls the number 
of collisions, and consequently, the number of ions, which 
an electron can make. We can therefore expect the char- 
acteristics of the discharge to depend on gas pressure. 

In mercury-vapor-filled tubes, the vapor is supplied by 
evaporation from a small pool of mercury at the bottom of 
the tube. The vapor pressure, and therefore the atomic 
density, are controlled by the temperature of the coldest 




Condensation Temperature°C 

Data from International Critical Tables. 

Fig. 48. The vapor pressure of mercury for various values of condensation 

temperature. 

point (condensation point) in the tube. The relation 
between condensation temperature and vapor pressure is 
given in Fig. 48 The actual density of mercury atoms 
can be calculated with the equation relating density and 
pressure, given in Chapter II. 

The fact that the atomic density is controlled by tube 
temperature is a slight disadvantage, and sometimes arti- 
ficial temperature control must be provided. 
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If the tube be filled with some inert gas, such as argon, 
the temperature effect disappears. In this case, a definite 
amount of gas is put into the tube during manufacture, and, 
although the gas pressure changes with temperature accord- 
ing to the well-known gas laws, the number of atoms remains 
the same. This advantage is counteracted by the lower 
conductivity arising from the lower mass and ion produc- 
tivity and the higher ionizing potential. Another, and more 
serious, disadvantage of the inert-gas filling is the removal 
of gas by the tube walls and electrodes. The gas is very 
slowly adsorbed, or cleaned up, by the tube walls and 
electrodes and causes a progressive lowering of gas pressure 
during the life of the tube. In extreme instances this will 
change the tube characteristics markedly and, in addition, 
render it unable to carry rated current. 

The higher electrical conductivity afforded by mercury 
vapor so far outweighs the temperature disadvantage that 
it is used very extensively. Argon is widely used for low- 
current tubes and special-purpose tubes. 

The permissible condensed mercury temperatures usually 
lie between 20° C and 80° C and are always given on the 
rating sheet supplied with the tube. 

The cathode is surrounded by a positive-ion sheath 4 which 
is the seat of most of the total voltage change through the 
tube. The electrons which leave the cathode are accelerated 
by the voltage drop in the cathode sheath and are projected 
into the plasma. They collide with gas molecules in the 
plasma and ionize some of them with the energy gained 
during acceleration in the cathode sheath. 

In low-current discharges, most of the ions seem to be 
formed by single-stage ionization, i.e., ionization due to a 
single impact by an electron of sufficient velocity. As the 
current density increases, cumulative or multiple-stage 
ionization plays an increasingly important part. Many of 
the ions are produced by encounters between low-velocity 
electrons and atoms in excited states. Ionization of atoms 
in a metastable state seems particularly probable in view 
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of the relatively long time which this state may persist. 
For example, a mercury atom may be put into a metastable 
state by collision with an electron which has a velocity of 
4.66 volts. A subsequent impact by a 5.74-voIt electron 
can ionize the atom. Atoms may be put in an excited state 
by a number of processes. 6 ' 7 ' 8 The most important seem 
to be excitation by collision and excitation by absorption of 
radiation. Energy radiated by an excited atom when it 
reverts to normal may be absorbed by a neighboring atom 
which is then raised to an excited state. It, in turn, re- 
radiates the energy after a short time; possibly, to nearby 
atom. In this way, the radiated energy is passed on from 
atom to atom until it finally escapes from the tube leaving 
in its wake a train of successive excitations. Thus, the 
lo.o i i i i i i i i i i i , i i i energy radiated from each 

excited atom gives rise to 
many opportunities for 
ionization by low- velocity 
impacts. 

The usual result is that 
the voltage drop or arc 
drop between cathode 
and anode is somewhat 
higher for the lowest 
values of current than for somewhat higher values. This 
imparts a negative resistance character to the low-current 
end of the arc-drop curve as shown in Fig. 49. 

The electrons in the plasma behave like a gas having a 
very high temperature and a random current density deter- 
mined by this temperature. In addition, there is a small 
electric field in the plasma which causes a steady flow of 
electrons toward the anode. Electrons progress through 
the plasma by a series of random paths which, no matter 
how erratic, give an average flow in the direction of the 
anode. For every value of load current, there will be needed 
a definite electron current density at the anode equal to the 
load current divided by the anode area. If the random 
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Anode Current (Amperes) 
Fig. 49. The effect of load current and 
mercury temperature on the arc drop. 



SHEATHS 



111 



current density at the surface of the anode is more than 
enough to supply the load current, the retarding voltage 
barrier cd builds up to repel the electrons which are not 
needed. The anode is then surrounded by a positive-ion 
sheath. If the load current is higher than can be supplied 
by the random current, there will be a positive drop at the 
anode to accelerate more electrons from the plasma. If the 
supply and demand are equal, there will be no voltage change 
at the anode, i.e., the anode and plasma will be at the same 
potential. 

Variations in the anode drop with load current account 
for part of the total arc-drop change. Ions are continually 
being formed in the plasma. They cannot accumulate in 
unlimited numbers because of their own charge. Ion accum- 
ulation in any region raises the potential of that region and 
drives the ions out. This self-correcting ability gives the 
plasma a small electric field which accelerates ions outward 
to the walls of the tube and to the electrodes as fast as they 
are made. 

The plasma is the seat of the glow which we see when the 
tube is working. The glow 
is light radiated by the ex- 
cited atoms in the plasma 
and has a color which is a 
characteristic of the kind 
of gas. 

The main function of 
the plasma is to supply a 
highly conducting path 
through the major part of 
the distance from cathode 
to anode. 

41. Sheaths. 12 Fig. 50 
shows the volt-ampere 
characteristic of an electrode immersed in a typical plasma. 
This curve shows that, when the electrode is made negative, 
electrons are repelled from it and positive ions collected. 





















































40 


























(/) 

2! 


























Iliampe 

CO | 

o 






























t 
























ent (Mi 






























20 




























1 Curr 














E 


ectr 


ode 


Po 


ent 


al ( 


/olt 


s) 


10 








-2, 


1-2 


D -18-16 -14-12-10 -£ 


-6 


-4 -2 




i 


























1 












— * — 10 J 







Fig. 50. Volt-ampere characteristic of 
an auxiliary electrode immersed in an 
arc discharge. 
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When the electrode is positive, ions are repelled and electrons 
collected. No sharp line of demarcation divides the electron 
current from the ion current because, as the curve shows, 
when the electrode is only slightly negative, some of the high- 
velocity electrons can move against the retarding field and 
reach the collector. In Fig. 50, this is noticeable at about 
—4 volts. As the collector potential approaches zero, more 
electrons can reach it, and the curve turns smoothly upwards. 

For negative voltages greater than 4.0 volts, the current 
is almost entirely made up of positive ions which flow in 
from the plasma. Then, the collector is surrounded by a 
positive-ion sheath. 

This sheath 13 is a thin, well-defined region of high electric 
field containing almost no electrons. Immediately outside 
the sheath, that is, just within the plasma, the electric field 
is essentially zero. This is the potential condition which 
exists in the high-vacuum tube when it is conducting space- 
charge-limited current. The sheath edge acts like a cathode 
emitting charges of one sign to the collector within the 
sheath. Langmuir and Mott-Smith, who have made an 
extensive study of the properties of sheaths, show that the 
space-charge laws are applicable to the region inside the 
sheath. The sheath is usually so thin that it has essentially 
the same shape as the collector, and the proper space-charge 
relation can be selected from a knowledge of the shape of 
this collector. The space-charge equations need to be 
modified only by replacing the electron mass by the value 
of the mass of the gas atom. 

The potential drop through the sheath is the difference 
between the collector potential and plasma potential. 

The number of positive ions which can flow to the col- 
lector is limited to the number which cross the sheath edge 
from the plasma because of energy acquired in the plasma. 
Consequently, the ion current to the collector is almost 
completely independent of collector potential and is deter- 
mined by the number of ions being generated within the 
plasma. This independence is shown by the left-hand part 
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of Fig. 50. Since the current flow through the sheath is 
determined by conditions within the plasma, the boundary 
conditions and the space-charge relations can be satisfied 
only by a change in sheath thickness with voltage or cur- 
rent. The result is that changes in collector voltage have 
very little effect on the positive ion current and cause simply 
a change in sheath thickness which is calculable from the 
appropriate space-charge equation. 

For example, the area of the electrode used in Fig. 50 
was about 38 square centimeters, and the saturation cur- 
rent density was, therefore, about 1.45 X 10 -4 ampere per 
square centimeter. The sheath thickness in mercury 
vapor can be calculated from the relation : 

V3/2 

J = 3.86 X lO- 9 -^. 

With -10 volts on the collector, about -20 volts with 
respect to the plasma, the calculated sheath thickness is 
0.019 inch. 

Since the whole potential difference between the plasma 
and the collector occurs in the sheath, the collector potential 
can have no influence outside the sheath. We may con- 
sider the sheath as a highly effective electrostatic shield 
which usually eliminates any effect of the electrode potential 
on the anode current. Special conditions, which we will 
examine later, permit the potential of an auxiliary electrode 
to exert some control over the arc current. 

Electron sheaths have approximately the same properties 
provided there is no ionization within the sheath. The 
simple forms of space-charge equation are not as accurate 
for low potential differences because the effect of the large 
thermal velocities of the electrons is not included. 

Positive-ion flow from the plasma to the surrounding 
electrodes and walls constitutes the chief loss of ions from 
the arc. Experiment has shown that recombination of 
electrons and ions in the arc is relatively rare, practically all 
recombination occurring at the surface of the electrodes or 
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tube walls. Although we speak of positive-ion currents to an 
electrode in a gas discharge, it must be remembered that the 
current flow in the external circuit of that electrode is not a 
flow of ions away from the collector, but rather a flow of 
electrons toward the electrode. Positive ions flow in from 
the space surrounding the electrode, recombine with elec- 
trons at the electrode surface, and re-evaporate as neutral 
gas molecules. 

These sheaths cover every part of the tube, including 
the walls and all insulating materials. There can be no 
preponderance of charges of one kind arriving at the in- 
sulating parts of the tube, because practically no current 
can flow away. Consequently, the positive ions and elec- 
trons must arrive in equal numbers. The insulators, such 
as the glass walls, automatically acquire a potential, nega- 
tive with respect to the plasma, such that the ions and 
electrons will arrive in substantially equal numbers and 
recombine at the surface into neutral gas atoms. 

The cathode 4 is surrounded by a positive-ion sheath 
since it is at a negative potential with respect to the plasma. 
The situation here is somewhat different because there is a 
flow of electrons out from the cathode as well as a flow 
of ions in from the sheath edge. If the available cathode 
emission is in excess of the current required in the load 
circuit, the electric field at the cathode as well as at the 
sheath edge must be zero. The cathode is surrounded by an 
electron sheath which in turn is surrounded by an ion 
sheath. 

The potential distribution within this double sheath is 
determined by the relative numbers of electrons and ions. 
Ions flow into the sheath from the plasma and partly neu- 
tralize the electron space charge. The ion flow in from the 
plasma will increase until the electric field at the sheath 
edge is reduced to zero. Electrons flow in from the cathode 
and neutralize some of the positive-ion space charge. 
Equilibrium is reached when the electric fields at the cathode 
and at the sheath edge are reduced to zero, and the electron 



SHEATHS 



115 



and ion currents bear the following relation: 

h = \ f™± . 

For mercury vapor, this ratio 

L 
h 

and for argon: 

h 
h 

Since the electric field at the cathode is zero, the electron 
current is space-charge limited. An increase in load current 
demands an increase in ionization intensity in the plasma so 
that the above relation can still hold. The cathode voltage 
drop adjusts itself to give the electrons enough energy to 
produce the required ionization in the plasma. In general, 
the cathode drop varies inversely with ease of ion produc- 
tion. For example, high gas densities, heavy atoms, high 
ionization probabilities, and low ionization and resonance 
potentials all tend to reduce the cathode drop. 

The above relations show that, for a given current density, 
the use of argon in place of mercury requires the formation 
of about 2.2 times as many ions. This fact coupled with 
the lower ionization probability accounts for the use of a 
higher gas pressure in argon-filled tubes. Experiments 
made by C. G. Found 14 show that, if we try to draw a load 
current higher than the cathode emission, the double sheath 
disappears, and the ratio of ion and electron currents at the 
cathode is no longer proportional to the square root of their 
masses. In this event, the positive-ion sheath extends right 
up to the cathode surface, and the electric field at the cathode 
is raised. Calculations show that the electric field is enough 
to cause field emission from the cathode and permit the flow 
of a load current which exceeds the thermionic current. 

The increased field is accompanied by an increased cathode 
drop and, consequently, a higher arc drop. 



becomes: 
= 605 

= 271. 
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A. W. Hull has discussed a very important effect 15 which 
permits the use of coated cathodes in gas discharges in spite 
of the continual positive-ion bombardment of the coating. 
Although bombardment by high-velocity positive ions will 
destroy a coated cathode in a very few minutes, the destruc- 
tiveness decreases with ion velocity, and below 25 or 30 volts 
the ion bombardment has little or no effect. The destruc- 
tive action begins fairly abruptly in this voltage range. The 
exact value — called the disintegration voltage — depends 
on the type of coating and the kind of gas. Fortunately, in 
some gases, the cathode drop required to give the proper ion 
production is only about 40 or 50 per cent of the disintegra- 
tion voltage. A coated cathode used with these gases is not 
injured by the ions flowing to it through the cathode sheath. 

These effects account for two of the most important pre- 
cautions which must be observed when the tube is used. /If 
full-load current be demanded from the tube before the 
cathode has reached the proper operating temperature, the 
emission may be too low and a high cathode drop will de- 
velop to increase the ionization rate and so make up the 
deficit in thermionic emission with field emission. Similarly, 
if the mercury temperature is too low, the required ion 
generation can be obtained only by increasing the cathode 
drop and thereby increasing the ionization probability. 
Either of these conditions may result in a cathode drop which 
exceeds the disintegration voltage and injures the cathode. 
Sputtering — th.e name given to this harmful action — 
consists of gouging small particles of coating out of the surface 
by high-speed ion bombardment. 

Let us summarize the general action in the arc discharge. 
Electrons are emitted from the cathode and are accelerated 
by a strong electric field to the edge of the cathode sheath. 
The energy so acquired causes the generation of positive ions 
throughout the main body of the arc or plasma. The plasma 
is occupied by normal and excited gas atoms and by ions and 
electrons in roxighly equal numbers. It has only a small 
electric field which causes a drift current of electrons to the 
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anode. It is entirely surrounded by sheaths which contain 
nearly all the potential difference between the plasma and 
the physical boundaries. Electron space charge throughout 
most of the path is eliminated by the positive ions. 

The total voltage or arc drop between cathode and anode 
is made up of the cathode drop, a small drop in the plasma, 
and an anode drop which may be positive, negative, or zero. 
The amount of the drop is dictated primarily by the nature 
of the gas and, for any one gas, decreases with an increase in 
gas density and to some extent with an increase in electrode 
area. The total arc drop is made up of. the sum of all these 
drops and varies with arc current and gas density. The 
value of the arc drop is usually between 5 and 18 volts. 

The total energy loss in the tube is equal to the arc drop 
multiplied by the arc current. In the high-vacuum tube, 
the energy loss is all dissipated by the anode ; but in the gas- 
filled tube, this is not true. The total energy loss is dis- 
tributed in many ways. Ion currents to the electrodes and 
to the walls account for some of the energy. Some of the 
energy is lost by radiation and some by electron impact at 
the anode. Not very much is known about the relative 
amounts of energy lost in various ways. There is some 
evidence which indicates that the energy loss at the anode 
is not more than half of the total. 

These experimental and theoretical considerations may be 
an aid in understanding the performance of the many useful 
forms of gas-discharge tubes. 

42. Two-electrode gas- or vapor-filled tubes. The two- 
electrode tube is made in a variety of forms to suit specific 
needs. All have a vacuum-tight chamber which in some 
tubes is made of glass and in others of steel. The cathode 
is one of two types. It may be a barium-coated filament or 
an indirectly heated surface, or it may consist of a mercury 
pool. We will consider the hot-cathode type first. 

We have seen how the formation of thin sheaths over all 
the boundary surfaces and the high conductivity of the 
plasma remove many of the restrictions of electrode size and 
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shape. The electrodes may be designed to have other 
desirable features, such as rigidity, large heat-radiating 
surfaces, etc. In particular, we may use the heat-insulated 
cathode structures described in an earlier chapter. In the 
high-vacuum tube, heat shields cannot be used because they 
would act also as electrostatic shields. Such shielding would 
in turn require very much larger anode voltages and conse- 
quent anode losses. The following example is typical of the 
difference in the two cases. 





High-Vacuum Tube 


Gas-Filled Tube 


Cathode Power 


6.8 kw 


0.32 kw 




10 amp 


70 amp 



These tubes have many advantages over high-vacuum 
tubes for rectifier service. The low voltage loss and the 
resulting low power loss permits the construction of rec- 
tifiers which operate with very high efficiency. Further- 
more, the removal of many restrictions on cathode design 
permits the construction of tubes for service in high current 
rectifiers. 

During one-half of the voltage cycle, the tube must remain 
non-conducting, and it is during this inverse cycle that the 
greatest voltage strains are imposed on the tube. In 
general, gas- or vapor-filled tubes break down under reverse 
voltage stress more easily than high-vacuum tubes do. An 
arc discharge in the reverse direction, i.e., from anode to 
cathode, is called " arcback.". Many causes contribute to 
arcback. Foreign gases adsorbed on the surface of the 
anode or buried in the anode material seem to cause arcback 
trouble. 

In general, the voltage at which arcback occurs varies, in 
a given tube, inversely as the vapor pressure; that is, high 
vapor pressures lead to low arcback voltages. The curve 
shown in Fig. 51 is typical of the variation of arcback voltage 
with mercury-vapor pressure. 
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Paradoxically, operation with too low a value of mercury- 
vapor pressure may also cause arcback. Arcback in this 
case is usually due to voltage surges set up in multi-tube 
circuits when any tube fails to carry its share of load current 
at the proper time. 

Arcback may also occur through mistreatment, such as 
the passage of large peak currents which exceed the tube 
rating or by operating the cath- 
ode under temperature. In 
either case, small pieces of the 
cathode material may be sput- 
tered off and deposited on the 
anode or other parts of the 
tube. This highly emissive 
material can cause reverse 
electron emission leading to 
arcback. 

The tube does not attain 
its maximum non-conducting 
ability at the instant that the 
forward current ceases. Im- 
mediately after the load cur- 
rent stops flowing, there is left in the tube a high density 
of positive ions which must be removed before the tube is 
capable of withstanding maximum inverse voltage. The 
process of sweeping out these residual ions is called deioni- 
zation, and the time required is called the deionization time. 
In some multi-tube rectifier circuits, and where the load is 
highly inductive, the inverse voltage builds up very rapidly. 
These conditions are conducive to arcback because very 
little time is permitted for deionization. 

The contributory factors are largely eliminated by careful 
construction and inspection. Each tube type is given a peak 
inverse voltage rating which must not be exceeded. 

Fig. 52 shows a group of mercury vapor-filled, two- 
electrode tubes covering a wide range of current and voltage 
ratings. 



70 80 
Condensed Mercury Temp. °C 

Fig. 51. Curve illustrating the 
effect of mercury-vapor pressure 
on arcback voltage. 
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43. Three-electrode, gas- or vapor-filled tubes. 1, 2i 10 A 

vast increase in the versatility of the gas-filled tube may 
be obtained by adding a control electrode to the two-elec- 
trode tube. The circuit action of the two-element high- 
vacuum tube and that of the two-element gas-filled tube are 




Fics. 52. A group of two-electrode, mercury-vapor-filled tubes. The average 
current rating, in amperes, of these tubes is ; (from left to right) 100A, 12. 5A,, 
6.4A., 2.5A., 0.5A., 0.125A. 



very similar, but the corresponding three-electrode tubes 
have quite different electrical characteristics. 

This type of tube is usually of the end-on construction: 
the cathode at one end of the tube and the anode at the 
other. The control element or grid is a metallic cylinder 
enclosing the whole arc stream and provided with one or 
more internal disc-like partitions or baffles placed between 
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the cathode and anode. The baffles are penetrated with 
one or more holes, depending on the characteristics which 
are required. 16 

It has been shown that the starting of an arc discharge 
between an emitting cathode and an anode immersed in a 
gas depends on the formation of positive ions in the inter- 
electrode space. We found also that, in any given tube, the 
arc would not start until the electron current had reached a 
certain minimum value which depended on the anode volt- 
age. The versatility of the three-electrode tube lies in the 
control of the starting current afforded by the grid, no matter 
what the anode voltage may be. The ratio of anode voltage 
to grid voltage at which the plasma forms may be made so 
large that a grid potential of a few volts can prevent break- 
down to an anode which has a positive potential of thousands 
of volts with respect to the cathode. Arc formation can be 
not only prevented but also forced, when the anode voltage 
is so low that it is unable to draw the necessary starting 
current. 

However, as soon as a plasma is formed, a positive-ion 
sheath is built up around every part of the grid. Since the 
whole potential difference between the grid and the plasma 
is confined to this sheath, no applied grid potential changes 
can do more than change the sheath thickness. Conse- 
quently, once the plasma is established, the grid has no 
further effect on the amount of anode current. 

It is possible to stop the discharge in certain cases by 
making the grid sheaths so thick that adjacent sheaths over- 
lap. The plasma is then divided into two parts, and very 
few electrons will be able to pass from the cathode plasma 
through the grid sheaths to the anode plasma. If this con- 
dition can be maintained until the positive-ion generation 
falls below the amount required for plasma maintenance, the 
discharge will stop. This means of control is not ordinarily 
used except for small arc currents and low gas pressures 
because of the high grid voltage required and the destructive 
ion bombardment of the grid. 
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In practice, the grid is used to start or prevent the starting 
of the arc, but not to control the magnitude of the current 
after the discharge is established. 

The arc can be stopped easily by lowering the anode volt- 
age, and, consequently, the plasma potential, until the re- 
quired rate of ion generation can no longer be maintained. 
If the anode voltage be made so low that the arc stops, the 
grid can regain control as soon as the positive ions have been 
removed from the space around the grid. The length of 
time required for these ions to be removed and for the grid 
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Relation between grid voltage, mercury temperature, and deioniza- 
tion time for one type of three-electrode tube. 



to regain control is called the " deionization " time. This 
time varies from about ten to several hundred microseconds. 
The deionization time varies directly with gas pressure and 
arc current and inversely with negative grid and anode 
voltage. Fig. 53 illustrates the variation of deionization 
time with grid voltage and temperature. 

The formation of the arc discharge also requires a definite 
length of time, called the " ionization " time. This time is 
required for the ions to reach all parts of the discharge 
path. The ionization time is usually very much smaller 
than the deionization time, and increases with an increase in 
length of the discharge path but decreases with an increase 
in gas pressure. Fig. 54 shows this relation in a typical tube. 
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In the three-electrode tube, the term " plate resistance " 
has no meaning because the anode voltage does not com- 
pletely determine the arc current. In practice, the arc 
voltage is considered a dependent variable. Similarly, the 
term " transconductance " has no meaning because the grid 
has no effect on the magnitude of the current flow. The 
amplification factor at cut-off of a high-vacuum tube is 
somewhat analogous to the " control ratio " in a gas-filled 
tube because both terms are a measure of the grid voltage 
required to prevent the flow of anode current. Furthermore, 
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Fio. 54. The time required to establish full conductivity, that is, the "ioni- 
zation time," and the effect of the mercury-vapor pressure. 

both terms refer primarily to the shielding effect of the grid 
on the cathode. 

Gas-filled tubes may be divided roughly into two classes 
according to their characteristics. One class includes the 
so-called " positive tubes." In these, the discharge will 
not start until the grid has been made 6 to 12 volts positive 
with respect to the cathode. The other class contains the 
" negative tubes " which are designed so that the discharge 
will start unless the grid is maintained a definite amount 
negative with respect to the cathode. 

Fig. 55 shows a typical breakdown characteristic for a 



124 



GAS- OR VAPOR-FILLED ELECTRON TUBES 



positive mercury-vapor-filled tube, and Fig. 56 shows the 
relation between grid voltage and anode voltage for a nega- 
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Fig. 55. Breakdown characteristic of a positive-grid, three-electrode tube. 
Note the variation due to changed mercury-vapor pressure and the rela- 
tive unimportance of plate voltage. 
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Fig. 56. The critical grid voltage or break-down characteristic of a typical 
negative-grid, mercury-vapor filled tube. Grid voltages to the left of each 
curve prevent arc formation whereas those to the right permit full conduction. 



tive tube. We see from these curves that the control ratio 
of the gas-filled tube is not a constant. It varies throughout 
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the whole range of anode voltage and may be positive or 
negative, depending on the tube design. The control ratio 
varies also with molecular density and in general decreases 
as the density increases. The reason is found in the de- 
pendence of ion generation on voltage and gas density. 

The characteristics displayed by the positive tube are 
obtained by making the grid shielding so effective that 
the anode voltage has practically no effect on the potential 
in the neighborhood of the cathode. The electron current 
leaving the cathode is, therefore, independent of anode 
voltage. In the negative-grid tubes, the shielding is not as 
effective and the electron current leaving the cathode is not 
independent of anode voltage. 

The distinction between the two kinds of control charac- 
teristics may be made clearer by Figs. 57 and 58. Fig. 57 
shows the electric field distribution in a positive tube 
due to a grid and anode voltage combination which will 
cause breakdown. 

Fig. 58 gives the same information for a negative tube. 
Neither of these charts is strictly true because they do not 
include space-charge effects. However, they do serve to 
illustrate several points. The charts are really contour 
maps, and the curves are equipotential lines which connect 
all the points in space which have the same potential. 

Fig. 57 shows that the grid shields the cathode so well 
that the anode potential has practically no effect in the grid- 
cathode region. The potential here is determined entirely 
by the grid. In this type of tube, electrons cannot leave the 
cathode, and the arc cannot start until it is forced to do so 
by making the grid positive. Therefore, we expect the 
breakdown characteristic to be nearly independent of the 
anode voltage. Fig. 58, however, shows that the potential in 
all parts of the negative tube depends to a great extent on 
the anode voltage. For all voltages except the lowest, enough 
electron current will flow to the anode to start the discharge 
unless the current is reduced by making the grid negative 
with respect to the cathode. Since the grid does not en- 
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tirely shield the cathode from the anode, higher anode voltages 
require higher negative grid potentials to prevent breakdown. 

The low anode voltages cannot draw the required starting 
current, and the grid must be made 
positive to increase the pre-arc 
current. 

Fig. 58 shows that, at the point 
of breakdown, the potential in space 
near the cathode is negative. This 
means that electrons which leave 
the cathode do so only by virtue 
of their initial velocities. The ini- 
tial velocity is, of course, deter- 
mined by cathode temperature, . 6 _ 5 _ 4 _ 3 _ 2 _ x 
and, therefore, we expect that the Grid Voltage 

starting characteristic of the nega- Fig. 59. The breakdown char- 

tive tube will be influenced slightly 
by cathode temperature. 

Figs. 57 and 58 represent the potential distribution in the 
tube only when the space charge is very small. Breakdown 
is much the same sort of process as it is in the two-electrode 
tube. The formation of a few ions raises the potential of 

those regions in space which 
originally had the potential 
distribution shown, for ex- 
ample, by Fig. 58. The in- 
creased current flow creates 
more ions and rapidly es- 
tablishes a plasma through- 
out the tube and sheaths 
over the electrodes. 
Fig. 59 shows the control characteristic of an argon- 
filled tube. Notice that the curve is of the same general 
nature as for a mercury-filled tube, but, for reasons dis- 
cussed earlier, there is no temperature effect, and, therefore, 
there is only a single curve. Fig. 60 shows the arc-drop 
curve for the argon-filled tube. 



Fig. 
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60. Arc drop curve for a tube 
filled with argon. 



128 GAS- OR VAPOR-FILLED ELECTRON TUBES 

44. Magnetic control of gas- or vapor-filled tubes. 

Another useful way of controlling gas-discharge tubes is 
afforded by an external magnetic field. 17 Fig. 58 shows 
that, prior to the start of an arc, the electric field in the 
tube is such that an electron cannot be given enough 
energy to cause ionization until it has reached the vicinity of 
the opening in the grid baffle. If, by some means, we can 
prevent the electrons from reaching these higher field 
strength regions, we can prevent breakdown. A magnetic 
field applied perpendicular to the tube axis will accomplish 
this result. Electrons leaving the cathode are accelerated 
toward the grid opening but are deflected from their nor- 
mal paths by the transverse magnetic field. The moving 
electrons act just like a wire carrying current and are sub- 
jected to the same forces by the magnetic field. Many 
electrons are forced to return to the cathode, and some are 
collected by the grid if it is near cathode potential. The 
result is that the electron current available for ion pro- 
duction in the grid-anode region is reduced, and break- 
down does not occur. 

The magnetic field required is relatively small because the 
electric field between grid and cathode is so weak that the 
electrons never acquire very high velocities. Practically 
any three-electrode tube may be controlled in this way. 

The grid may be used in conjunction with the magnetic 
field, and then breakdown is determined by the simultaneous 
action of the two controlling forces. If the grid bias is large, 
the magnetic field may be small or, conversely, control may 
be obtained by a relatively strong magnetic field and a 
smaller grid-bias voltage. 

The electrostatic and magnetic methods of control each 
have certain characteristic advantages and disadvantages 
which will be discussed when we consider the applications 
of these tubes. 

Fig. 61 shows a typical magnetic control characteristic 
taken on the same tube which gave the electrostatic control 
characteristic in Fig. 56. 



MAGNETIC CONTROL OF GAS- OR VAPOR-FILLED TUBES 129 



1000 
900 
800 
700 
f 600 

u 500 

o 
c 

"* 400 

300 
200 
100 



50 100 150 200 250 300 350 400 
Approximate Field Strength in Gauss 

Fig. 61. A typical set of magnetic-control curves for a three-electrode, 
mercury-vapor tube. These curves show the relation between the transverse 
magnetic field intensity and the anode voltage required for breakdown. 
The data for these curves were taken with the control-grid voltage held 
at zero. 
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Fig. 62. The grid current after breakdown in a negative-grid, mercury- 

vapor-filled tube. 




130 GAS- OR VAPOR-FILLED ELECTRON TUBES 



45. Grid current. One very important characteristic of 
the grid-controlled tube is the grid current which flows both 
before and after the arc starts. The pre-arc grid current is 
much smaller than the current which flows after breakdown. 
The transition from one value to the other occurs at the 
instant of breakdown and in a very short time. 

There are really two grid-current characteristics: one 
which obtains up to the point of breakdown and one which 
holds after the arc starts. 







































1 'Grid Current in Milliamperesl 


r500i 












































400 






* 
















































































-300 
























































































200 


























































































100 

U, 










-2 


0 














Grid Voltage 








-i 


•-3 






- 








-15 






-10 








-5 


) Jfj2 c 












I p =0.5 Amp. 


































































-ioa 






















1.0 Amp. 

I r 






































Ip-2.0 Amp. 




















-200, 




















1 i 1 1 
- Ip-3.0 Amp. 




















-300 










































^400 











Fig. 63. The grid current after breakdown in a positive-grid, mercury- 
vapor-filled tube. 

The current flow after breakdown, or firing as the arc 
formation is often called, consists of positive-ion current 
flow through the grid sheath, if the grid is negative, or elec- 
tron current if the grid is driven slightly positive. Fig. 62 
shows the grid-current characteristic for a typical negative- 
grid, mercury-vapor-filled tube, and Fig. 63 shows the same 
characteristic for a positive-grid tube. These curves were ob- 
tained with the same tubes which have the control character- 
istics shown in Figs. 55 and 56. Fig. 64 shows the grid current 
which flows after breakdown in a typical argon-filled tube. 



GRID CURRENT 



131 



The grid current before breakdown may be a composite 
cm-rent from a number of sources. It normally consists of a 
small current of electrons or positive-ions depending on the 
grid polarity. In addition, there may be some leakage 
current, and there may be some thermionic emission current 
from particles of cathode coating material which have been 
evaporated or sputtered from the cathode and condensed on 
the grid. Another source of grid current is the electrostatic 
capacity between the grid and anode. This capacity couples 









































30 












































20 


















































































/ 

10 


































































Grid Volt 


age 














h 








20 








-15 








-10 








-5 -4 -; 


p. 




o 




n 4 














_ 


nn 


M 


\- 
















10 
































- 










sres) 






















* 


00 
























20 
























00 






















30< 














































■!)«, 
























00 






































M 






















■Sio- 






















i 


500 




















-^60 











Fig. 64. The grid current after breakdown in a typical argon-filled tube. 

the grid circuit to the load circuit and may introduce un- 
wanted voltages in the grid circuit from disturbances arising 
in the line or load circuit. 

All these factors introduce difficulties when the tube is 
used with the high-resistance grid circuits which are desirable 
if the tube is to be controlled by a phototube or other low- 
power source. 

Thermionic grid emission is probably the most troublesome 
of all the factors contributing to grid current. It causes 
large and unpredictable voltage losses in the grid circuit, 
and, in addition, there may be enough emission from the grid 
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to the anode to start an arc. In the latter event, the grid 
may lose all control. Voltage losses in the grid circuit some- 
times force a readjustment of the circuit when tubes are 
replaced. 

The grid receives heat from the cathode and anode by 
radiation and from the ion or electron currents in the arc 
stream. The grid temperature and, hence, grid emission, 
are dependent to some extent on the load conditions. 
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Fig. 65. The grid current just before breakdown in a typical three-electrode 
tube filled with mercury vapor. 

Grid emission is minimized by using grid structures which 
operate as cool as possible and by sintering the cathode at 
the lowest possible temperature consistent with proper 
activation. The possibility of activating the grid supplies 
another reason why conditions leading to cathode sputtering 
should be avoided. The grid current before breakdown in 
the negative-grid tube we have been discussing is shown in 
Fig. 65. 

46. Shield-grid gas- or vapor-filled tubes. 18 Many of the 
circuit difficulties which arise from the flow of grid current 
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prior to firing may be eliminated or minimized by the addi- 
tion of a second grid. 

The general construction of this type of tube is similar 
to the single-grid type. The electrode which serves for a 
control grid in the three-electrode tube is used for a shield 
grid in the double-grid tube. It consists of a metal cylinder 
provided with internal baffles pierced with holes. There 
are usually two baffles, each having an axial hole to permit 
the arc to pass through. The control grid may be a series 
of small wire rings or a small graphite cylinder mounted 
axially between the two baffles. The control-grid lead is 
brought through the tube wall at some point remote from 
the other leads and is well insulated to reduce leakage 
currents. The control grid has a total area very much 
smaller than the usual grid structure, and the electron or ion 
current collected is reduced a corresponding amount. The 
electrostatic capacity between anode or cathode and control 
grid is reduced, by the shield grid, to 
such a low value that coupling be- 
tween the control and load circuits 
has little effect. 

Fig. 66 shows the pre-arc current 
to the control grid of a mercury- 
vapor-filled shield-grid tube. These 
curves show that the voltage loss due 
to grid current is small even though 
several million ohms may be used 
in series with the grid. Another ad- 
vantage is the decreased thermionic 
emission from the control grid. The 
shield grid aids in two ways: it re- 
duces the chance of activation by evaporated material from 
the cathode, and blocks part of the radiant heat from the 
cathode and anode. This makes the control characteristics 
more nearly independent of load conditions and improves 
the operating stability. 

The potential of both grids is effective in controlling 
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breakdown, and, although the controlling voltage is not 
usually applied to the shield grid, it may be used to produce 
useful changes in the operating characteristic. 
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Pig. 67. The breakdown characteristic of one form of shield-grid, mercury- 

vapor-filled tube. 

The family of curves in Fig. 67 shows the breakdown 
characteristic of one type of shield-grid tube, and Fig. 68 




-14 -12 -10 -8 -6 -4 -2 0 *Z +4 
Control Grid Voltage at Start of Discharge 

Fig. 68. The effect of shield-grid voltage on the breakdown characteristic 
of a shield-grid tube. 

illustrates how the characteristics are influenced by changes 
in shield-grid potential. Fig. 69 shows the characteristics of 
a similar tube which uses argon instead of mercury vapor. 



POOL TUBES 



135 



47. Pool tubes. There is one type of mercury-vapor- 
filled tube which we have not discussed yet. This type of 
tube has a pool of liquid mercury for a cathode. 19 This 
principle is used for small tubes and also the huge, poly- 
phase, metal-tank rectifiers capable of supplying power for 
electric railroad systems. 
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Fig. 69. The control characteristics of an argon-filled, shield-grid tube. 

In its simplest form, the pool tube consists of an anode 
and a mercury pool enclosed in a vacuum-tight chamber of 
metal or glass. Connection is made to the pool by a metal 
lead extending through the envelope and immersed in the 
mercury. Fig. 70 shows a group of such tubes. In this 
picture, tube (a) is a small tube which has an average cur- 
rent rating varying from 1.0 to 2.5 amperes and a peak 
current rating from 100 to 800 amperes depending on the 
type of service. Tube (b) has somewhat higher ratings, and 
tube (c) is capable of handling an average current of 25 
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to 75 amperes, again depending on operating conditions, 
and a peak current of 5000 amperes. 

Some method other than the application of rated anode 
voltage must be supplied to start the arc discharge because 
the cathode is cold and no emission is available. 




Fig. 70. A group of mercury-pool tubes equipped with immersed iguitors. 



Let us assume, for the moment, that an arc has been 
started in such a tube and observe its operation. The 
most noticeable feature is an intensely bright spot traveling 
over the surface of the mercury pool at high speed and in 
random directions. 



POOL TUBES 



137 



So long as the anode current is not allowed to fall below 
two or three amperes, the arc will continue. It becomes 
unsteady below this value and may go out. 

The surface of the mercury pool is agitated by the forces 
acting at the cathode spot. Mercury vapor and metallic 
mercury ejected from the cathode spot create a high-pres- 
sure region immediately over the spot. Collisions between 
electrons and atoms in this region are frequent. 

The only essential difference between the arc discharge 
in a pool tube and in a hot-cathode tube is in the cathode 
phenomenon. Various workers are not yet in complete 
agreement on the details of the cathode phenomenon, but 
the main facts have been determined. 

The current density at the arc spot is about 4000 amperes 
per square centimeter. The current may be delivered by 
one spot or from several spots each delivering between 30 
and 40 amperes. The temperature of the spot is about 
200° C — a value much too low to permit the thermionic 
emission of electrons. 

Many theories have been advanced to account for the 
electron emission at the cathode spot. Most of them 
have met serious difficulties and have been discarded. The 
general consensus of opinion is that the arc current is sup- 
plied by field emission from the cathode spot. Meager 
experimental data and theory show that, within the positive- 
ion sheath which covers the cathode spot, the electric field 
is high enough to account for the observed emission. 

Lamar and Compton have found that the cathode drop is 
about 10.0 volts over a wide range of current and pressure 
values. Assuming the field theory of electron emission to 
be true, the ions must be formed by a two-stage process 
because about 4.5 volts of the 10.0- volt cathode drop are 
required to overcome the work function of the mercury 
surface. The remaining 5.5 volts are, of course, insufficient 
for ionization by single impact. 20 

This cathode mechanism is the tube's chief virtue inas- 
much as the arc can adjust itself to carry almost any amount 
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of current. Increased current demands are met by in- 
creased ionization. This raises the electric field at the 
cathode spot — or generates new spots — and supplies 
added emission to meet the demand. So far as the mer- 
cury pool is concerned, there is no emission limit, and the 
maximum allowable peak currents are dictated by other 
factors such as heating and arcback. This is illustrated by 
the set of typical ratings given in Table VII. 



TABLE VII 

Anode voltage 

Inverse (maximum) 800 

Forward (maximum) 800 

Anode current (amperes) 

Instantaneous (maximum) 

Multi-cycle operation 100 

Half-cycle operation 

At 800 volts (peak) 200 

At 650 volts (peak) 250 

At 350 volts (peak) 800 

Instantaneous (minimum) 2.5 

Average (maximum) 

Multi-cycle operation 2.5 

Half -cycle operation 

At 800 volts (peak) 1.0 

At 650 volts (peak) 1.4 

At 350 volts (peak) 2.0 

Maximum time of averging anode current (seconds) 10 

Starter 

Starting current (amperes) 
Instantaneous 

Maximum required 10 

Typical required 3 

Average (maximum) 0.3 

Starting potential (instantaneous volts) 

Maximum required 150 

Typical required 75 

Inverse voltage (maximum) 0 



Many methods of starting the arc have been used. Most 
of them involve some mechanical means of striking an arc 
between the pool and an auxiliary electrode. In these cases, 
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the arc is kept alive by passing a small current from the pool 
to a holding anode supplied with power from a separate 
source. 

Slepian and Ludwig 21 have discovered an electrical arc- 
ignition system which removes many of the objections to the 
older types. They found that an arc could be started 
between a mercury pool and an anode by the application of 
a low positive voltage to a rod of high-resistance material 
partially immersed in the mercury. Several materials such 
as clay-carbon mixtures, boron or silicon carbide, and 
carborundum crystals exhibit this property. They have 
proposed a theory of this method of arc ignition which 
states that the arc originates as a minute spark at the pool 
surface between the mercury and the immersed rod. This 
small arc flows to points of higher and higher potentials 
along the surface of the ignitor — owing to the potential 
gradient along the rod — and finally transfers to the main 
anode. The whole process consumes only a few micro- 
seconds and requires a rather high instantaneous starter 
current but relatively little power. Table VII gives the 
starter ratings for a typical tube. 
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APPLICATION OF GAS- OR VAPOR-FILLED TUBES 

48. Principles of control. The applications of these 
tubes fall roughly into two classes. One of these classes 
comprises all the applications in which the current utilized 
by the load is controlled directly by the tube. The other 
class includes all applications in which the tube indirectly 
controls the desired power flow. Both classes utilize the 
tube's ability to control the flow of a large amount of 
power in the plate circuit in a predetermined manner with 
the expenditure of a small amount of power in the grid 
circuit. 

In a direct-current circuit, some means other than the 
grid circuit is ordinarily provided to stop the current flow. 
In an alternating-current circuit, the discharge is auto- 
matically stopped when the anode becomes negative in 
every alternate half cycle. During the half cycle when the 
anode is negative — that is, the inverse half cycle — the 
discharge stops and the grid sheath disappears. Conse- 
quently, if the period of the inverse half cycle is greater than 
the deionization time of the tube, the grid will have regained 
control at the beginning of each positive or forward half 
cycle. The average value of the load current can be regu- 
lated independently of anode voltage or resistance by arrang- 
ing the grid voltage to permit the discharge to start at any 
predetermined time interval after the beginning of the for- 
ward half cycle. Consequently, although the grid has no 
effect on the instantaneous value of load current, the average 
can be changed at will. For this reason, the tube is ideally 
suited for many applications in alternating-current circuits. 
The average current through the load resistor R of Fig. 71 
may be controlled in this way. No current will flow during 

141 



142 APPLICATION OF GAS- OR VAPOR-FILLED TUBES 



the inverse cycle, and the fraction of the forward cycle during 
which the tube is conductive is controlled by the grid circuit. 




Fig. 71. Circuit for measuring the control characteristic of a three-electrode 

gas-filled tube. 

The instantaneous value of load current is determined by the 
applied voltage and the load resistance. Fig. 72 shows the 




Fig. 72. The variable conduction period obtained by shifting the phase rela- 
tion of the grid and anode voltages. The phase-shift method permits com- 
plete control of the average current flow in a gas-filled tube. 

effect of changing the conducting period. The two most 
important ways of controlling the conducting period are 
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known as amplitude control and phase-shift control. In 
Fig. 71, the grid circuit is arranged to give one form of 
amplitude control. 

The voltages imposed on the tube are best shown by the 
voltage diagram, Fig. 73. The curve e s represents the 
supply voltage impressed through R on the plate of the tube. 
The control characteristic of the tube gives the value of grid 
voltage which will permit breakdown for each instantaneous 
value of plate voltage. These values of grid voltage plotted 
in the same diagram give the critical-grid-voltage curve e c . 




Fig. 73. The relation between supply voltage, critical voltage, and grid 
voltage. Conduction begins at the point 0 and continues almost to the 
end of the positive half cycle. 

Any value of grid voltage equal to, or more positive than, e c 
will render the tube conducting, and, conversely, grid volt- 
ages more negative than e c will prevent conduction. There- 
fore, if at any time during the cycle, the grid becomes more 
positive than e c , a discharge will start. The grid will then 
lose control and the tube will remain conducting until the 
discharge is stopped by the lowered anode voltage at the 
end of the cycle. For example, if a constant voltage, repre- 
sented by e g on the diagram, be supplied to the grid, the 
tube will become conducting at the point 6 in every forward 
cycle and remain conducting until the end of the forward 
half cycle. The fraction of a cycle between the point 0 and 
the end of the forward half cycle, that is, the conduction 
period, can be controlled by arranging the grid circuit so that 
the grid-voltage curve intersects the critical curve at any 
desired point between zero and 90°. In this way the aver- 
age current flowing in the load circuit may be controlled. 
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This circuit has the disadvantage that the control is exer- 
cised only for the first 90° because a constant grid voltage can- 
not be made to intersect the critical curve after the 90° point. 



AMPLITUDE CONTROL (A) 




AMPLITUDE CONTROL (B) 




Controllable from 



0 * » I Max. to Zero 



MAGNETIC AMPLITUDE CONTROL <D) 




Fig. 74. Chart to show the basic features of the various methods of controlling 

gas-filled tubes. 

Fig. 74 shows the essential features of various control 
systems. 1 Amplitude control is shown in section A. 
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No matter what kind of grid circuit is used, the average 
current through a resistance load will be related to the firing 
angle 0 by the relation : 

/ave = ~ (1 + COS 0). 
Ztt 

The peak current I m can be found from the value of load 
resistance and supply voltage. For reactive loads, similar 
computations are more involved. 

Section B of Fig. 74 shows another form of amplitude 
control. Here, an alternating voltage is superimposed on 
the grid-bias voltage. The reason for the alternating com- 
ponent is twofold. Inspection of section A, Fig. 74, shows 
that, near the 90-degree point, the grid voltage and critical 
voltage are nearly parallel for several degrees. The firing 
point becomes erratic under these conditions because slight 
variations in load voltage or temperature will cause a wide 
variation in the firing angle. This effect is largely elimi- 
nated by using a relatively high bias and a correspondingly 
large alternating grid voltage. Then, the angle of inter- 
section between the critical voltage and the grid voltage is 
large and errors in timing are minimized. The deviation in 
characteristics from one tube to another becomes less im- 
portant and, usually, tubes can be replaced at the end of their 
life without further circuit adjustment. 

By the use of a compound grid voltage, we can also gain 
control of the firing angle throughout the whole forward 
cycle. 

In C of Fig. 74 is shown a still different method of control 
called phase-shift control. The grid voltage is a simple, 
alternating voltage, either sinusoidal or peaked, supplied 
from a source which can change the phase relation between 
the grid voltage and plate voltage. Phase shift may be 
accomplished by resistance variation in a network such as 
the one shown or from certain types of wound-rotor induc- 
tion motors. The variation in firing angle can be visualized 
if, in Fig. 74, we imagine that we can slide the grid-voltage 
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wave to the left or right along its axis and stop at any desired 
point. 

All these methods of control apply to magnetic control as 
well. Amplitude control may be accomplished up to the 
center of the forward cycle by simply varying the intensity 
of a unidirectional field — or throughout the whole cycle by 
supplying an alternating field from a phase-shifting source. 

There is shown at D, Fig. 74, an amplitude method of 
control which is capable of changing the average current 
smoothly from maximum to zero. Since the polarity of the 
magnetic field makes no difference, the critical value of flux 
<b c is shown plotted above as well as below the axis. The 
first intersection of either curve after the beginning of the 
cycle determines the firing point. 

There are many variations of these control schemes, but 
they are mainly in the way the control voltage is applied to 
the grid. For example, many devices use the tube like a 



Fig. 75. A circuit for a controlled rectifier using gas-filled tubes. 

relay 2,3 in that it is either completely non-conducting or 
passing full current. These devices use a large bias 'applied 
to the tube to prevent firing until the application of the con- 
trol voltage. When the control voltage is applied, the tube 
conducts current for the full forward cycle, whereas, in the 
absence of control voltage, the load current is zero. 

These control methods are incorporated into many useful 
devices. Fig. 75 shows how the phase-shift control can be 
adapted to give voltage control in a rectifier. The amount 
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Load 
Circuit 



of load current is controlled by changing R in the phase- 
shift network. Of course, any other source of variable phase 
voltage may be used. The same principle may be extended 
to polyphase circuits. 

The phase-shift method of control is utilized in rectifica- 
tion 4, 6 from alternating current to direct current where 
control is desired for such applications as motor-speed 
control, battery charging, generator excitation, laboratory 
power supply, and illumination control. 

An arrangement whereby a shield-grid tube can be con- 
trolled by a phototube is shown in Fig. 76. In this case, the 
tube will become conducting 
and deliver rectified current 
to the load when light of 
any desired intensity falls 
on the phototube. 

This result is attained by 
applying to the control grid 
(connection on the side of 
the bulb) an alternating 
voltage in phase with the 
plate voltage. This poten- 
tial is applied in series with 
the phototube. The tube 
is biased varying amounts by an additional voltage applied 
to the shield grid. Adjustment of the two potentiometers 
furnishes control of the sensitivity and operating light 
level. 

The circuit can be arranged so that the tube is either on 
or off when the phototube is illuminated, by changing the 
phase of the grid voltages. 

Operation from a vacuum-tube amplifier is desirable when 
greater sensitivity is needed. Many other circuits can be 
readily devised for continuous light-level indication or for 
light-intensity comparison using two phototubes. 

The load circuit may include an indicating device or a 
relay, and it can be applied to the control of automatic 




A.-C. 
Supply 

Fig. 76. A shield-grid, mercury-vapor- 
filled tube and a phototube are com- 
bined in this circuit. This is one of 
many circuits for a light-sensitive 
relay. 
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scales, color selectors, automatic counters, safety-gate 
operators, position indicators, door openers, street-lighting 
control, smoke detectors, etc. 

Another form of phototube relay using a high-vacuum 
amplifier tube is shown in Fig. 77. The grid winding is 
connected in opposite phase to the plate voltage so that 
during the inverse cycle, when the amplifier tube anode is 
negative, the grid is positive and the condenser Ci charges 
up through the resistor R. On the forward half cycle, the 
condenser retains its charge so long as no light falls on the 
phototube. The amplifier tube is biased beyond cut-off, 
and no plate current flows in the load. If, however, the 



Fig. 77. A phototube relay or control illuminated This circuit 



vapor-filled tube which, in turn, supplies current to a relay, 
contactor, or indicator. 

Alternating current can be controlled by the use of a 
saturable reactor and two gaseous-discharge tubes. The 
fundamental circuit is shown in Fig. 78. The saturable 
reactor has d-c windings which saturate the magnetic circuit 
and reduce the impedance of the a-c winding. With no 
direct current flowing, the impedance of the a-c winding is 
very high. If the direct current be supplied from a con- 
trolled rectifier, the current through the a-c winding can be 
varied smoothly from nearly zero to maximum by the grid 
control in the rectifier. 




* Load 4 

. . . D. E. Chambers, Electrical Engineering, 
Jan., 1935. 



High Vacuum 



phototube is illuminated, it 
will discharge the condenser 
early in the forward cycle 
and reverse the charge. 
The grid becomes positive 
and allows plate current to 
flow. This process is re- 
peated every cycle, and 
current flows in the load 
as long as the phototube is 



circuit using a high-vacuum tube and 
a phototube. 



is often used to control the 
grid voltage of a mercury- 
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This form of control has been applied to theater lights, 
heating units, spot welders, etc. 

Gas- or vapor-filled tubes may be used to convert direct 
current into alternating current. A circuit arranged to do 



(A.-C.) Supply 




Grid 
Control 
Circuit 

Fig. 78. The fundamental circuit elements for controlling alternating cur- 
rent with a saturable reactor and grid-controlled, gas-filled tubes. 

this is called an inverter. 6 Of the many types of inverter 
circuits, two are shown here. 

When a d-c supply voltage is applied to the inverter cir- 
cuit shown in Fig. 79, the anode potential of both tubes is 

Load 




D.-C. 
Supply 



Fig. 79. The circuit for one form of inverter using two grid-controlled, 

gas-filled tubes. 

raised and both tubes will break down if there is no dis- 
crimination between the two. The starting condenser C 2 
serves to raise the grid potential of tube A momentarily so 
that it becomes conducting in preference to tube B. The 
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rise of current through this tube is limited by the reactor 
and half of the transformer winding. 

The flux due to this rising current induces a voltage in the 
reactor and transformer windings which tends to restrict the 
current flow and at the same time induces voltages in the 
grid transformer and the other half of the power transformer. 
The grid voltages must be applied in such phase that tube A 
continues to conduct and tube B is held " open." The con- 
denser Ci then becomes charged to the potential difference 
developed by the transformer winding. During this charg- 
ing period, the voltage across tube A is equal to the normal 
arc drop of about 10 to 15 volts, but the anode voltage of 
tube B is increasing. At some point in the cycle, determined 
by the grid-circuit constants, tube B will become conducting 
and its anode voltage will immediately fall to the arc-drop 
value. The condenser C x cannot immediately discharge 



D.-C. 
Supply 




Fig. 80. A circuit for using a gas or vapor-filled tube as a single-tube inverter. 



through the transformer because of the high transient 
impedance of the windings, and, therefore, the high voltage 
across the condenser can be accounted for only by driving 
the anode of tube A negative by nearly the amount of the 
condenser voltage. Conduction in tube A then ceases, and 
the potential of the anode begins to rise as the condenser 
discharges. If the anode of tube A remains negative long 
enough, the grid sheath will disappear and the grid will 
regain control. The sequence of events already described 
for the various circuit elements will repeat with tube B, 
which is conducting, now playing the part previously played 
by tube A. 
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The connection diagram in Fig. 80 applies to a single-tube 
inverter. 7 When the line switch is closed, the condenser C 
begins to charge and the tube remains non-conducting until 
the condenser voltage, and hence the anode voltage, increase 
enough to cause breakdown. The condenser then discharges 
very rapidly to the arc-drop potential. The inductance L, 
however, forces the current to continue because of the volt- 
age induced by the falling flux. Consequently, the con- 
denser changes polarity and the arc is extinguished. As 
soon as the tube becomes non-conducting, the supply voltage 
again builds up a charge in the condenser, and the entire 
cycle is repeated. 

Sufficient time must be allowed during the commutating 
period for the tube to deionize; otherwise the inversion will 
stop, and the tube will pass a steady current limited only by 
the series resistance. 

Ordinarily, this circuit does not lend itself to large power 
applications because the high peak current through the tube 
soon limits the permissible power input. The frequency is 
controlled readily by changing C, E g , or R. 

A modification of this circuit is used extensively for linear 
timing bases for oscillograph work, but its most important 
application is as a timing device for other circuits. For 
this, the output voltage, peaked by a transformer, is used to 
start high-power tubes at regular, controllable intervals for 
welding machines, etc. 

Gas- or vapor-filled tubes are very valuable for controlling 
resistance welders. The a-c control system shown in Fig. 78 
can be adapted to this use or the current to the primary 
of the welding transformer can be supplied directly through 
pool tubes using the circuit of Fig. 81. Two pool tubes are 
connected in opposition so that both half cycles of current 
can be supplied to the welding transformer. The pool tubes 
are fired with immersed ignitors which draw power from the 
line through separate grid-controlled, mercury-vapor-filled 
tubes. These tubes in turn are controlled by timing cir- 
cuits, which are adaptations of the single-tube inverter, to 
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give the required welding performance. In this way, the 
current delivered to the weld can be limited to a definite 
number of cycles for spot welds or may be made to give a 
large variety of welding cycles for continuous seam welds. 



Welding 
Transformer 




Fig. 81. The use of pool tubes for controlling the flow of alternating .cur- 
rent to a welder. The pool tube ignitors are energized by grid-controlled, 
hot-cathode tubes. 

These examples illustrate a few of the ways in which 
gas- or vapor-filled tubes are being applied to industrial 
problems. Many more uses are being found for these tubes 
as engineers become better acquainted with them. 
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SPECIAL TUBES 

The tubes which have been considered so far were de- 
signed for general-purpose use. The same electronic prin- 
ciples can be applied to produce tubes to meet special require- 
ments. Two of these tubes are adapted for measurement 
work and were described in an earlier chapter. They are 
the low-grid-current tube shown in Fig. 38 and the low- 
noise tube in Fig. 39. 

49. Cathode-ray oscillograph tube. In the cathode-ray 
oscillograph tube, 1 electronic phenomena are utilized in a 
somewhat different way. This oscillograph tube, shown in 
Fig. 82, is a high-vacuum tube having at one end a cathode 




Fig. 82. A cathode-ray oscillograph tube. 



enclosed in a cylindrical chamber. One end of this chamber 
is made up of two metallic members, one of which is a grid 
and the other a disc which serves as an anode. 

In operation, high-speed electrons are ejected from a 
small hole in the anode disc and form a pencil or ray of elec- 
trons. This ray is further focused by an additional focusing 
cylinder, after which the electron beam traverses the length 
of the tube and falls on a fluorescent screen that emits 
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light from the area upon which the beam falls. The tube 
is also equipped with two sets of deflecting plates which are 
placed perpendicular to the axis of the tube and to each 
other. If a potential difference is established between a 
pair of these deflecting plates, the beam will be deflected 
in the direction of the more positive plate. This deflection 
will be communicated in a magnified form to the fluorescent 
screen. 

The beam may also be deflected by mutually perpendicular 
magnetic fields from coils outside of the tube. Magnetic 
deflection is particularly useful sometimes in studying cur- 
rent variations. The deflection of the beam in the vertical 
and horizontal directions is exactly similar to plotting points 
on Cartesian (rectangular) coordinate cross-section paper. 
The fluorescent trace may be made to follow the curve 
resulting from the simultaneous influence of two variables 
and, therefore, to show the relation between such variables. 
It is chiefly used for recurrent phenomena, but transient 
phenomena may be recorded by photographing the trace. 
Many complicated phenomena can be studied with great 
ease by supplying the horizontal deflecting plates with a 
voltage which varies linearly with time. 2 

One way of obtaining a linear time base is to use a single- 
tube inverter. The condenser should be charged at a con- 
stant current rate through an emission-limited diode or 
through a pentode and discharged through a paralleled, 
grid-controlled, gas-filled tube. The voltage across the 
condenser will rise linearly with time and fall very rapidly 
to zero when it is discharged. The voltage drop should be 
applied across the horizontal deflecting plates. The timing 
frequency is controlled by the size of the capacity and the 
charging rate. 

The inertia of the electron beam is extremely low, and, 
therefore, can follow faithfully the deflecting force due to 
rapidly changing impulses applied to the deflecting plates. 

For this reason, and because the deflecting plates add 
practically no impedance to the test circuit, the oscillograph 
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tube is an extremely powerful tool and is almost a necessity 
in the study of voltage and current wave shape in alternat- 
ing-current circuits above 500 cycles. By adjusting the 
frequency of the time-base generator, the voltages on the 
two sets of deflecting plates can be synchronized and the 

trace on the oscillograph screen 
will then be a stationary curve 
plotted with time for the ab- 
scissa. 

50. Vacuum switches. 3 When 
a switch is opened in air, the 
current flow does not stop at 
once but continues to flow 
through a spark or arc at the 
contact points. For small cur- 
rents in non-reactive circuits, 
the sparking may be minute; 
but for larger currents, an arc 
may develop which burns the 
contacts and in some cases 
may not extinguish itself. This 
difficulty can be reduced con- 
siderably by breaking the cir- 
cuit in an evacuated chamber. 
There is less tendency to arc 
because the ionizable medium 
(air) has been removed. Fig. 
83 shows one type of vacuum 

Fig. 83. A single-pole, double- switch which contains a SUlgle- 
throw vacuum switch. pole double-contact switch. 

The container is a steel cyl- 
inder closed at one end by a flexible diaphragm. A rod 
carrying the movable contact penetrates the diaphragm 
so that the contact may be closed from the outside. Very 
little motion is needed to open the circuit, and little pres- 
sure to give a low-resistance contact. 

This particular switch has a rating of 10 amperes and 
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250 volts alternating or 10 amperes and 125 volts direct 
current. 

51. Barkhausen-Kurtz oscillators. 4 Another special form 
of high-vacuum tube is shown in Fig. 84. This tube when 
used in conjunction with appropriate circuits is capable of 
generating low-power oscilla- 
tions in the frequency band 
between 600 and 1700 mega- 
cycles per second. 

This result is accomplished 
by using the tube as a brake- 
field oscillator. Oscillations 
are obtained by applying a 
high positive voltage to the 
grid. Electrons leave the 
cathode in an accelerating 
field that is due to the grid, 
but, because the grid is an 
open structure, many of the 
electrons penetrate into the 
grid-anode region. The elec- 
tric field in this region reduces 
the electron velocity to zero 
at some point near the anode. 
From this point the electrons 
are again accelerated toward 
the grid and again some elec- 
trons pass through into the 
grid-cathode space. The to- 
and-fro motion of some of 
the electrons is in the proper phase to build up oscillations 
in a tuned circuit connected between plate and grid. 
For these very short wavelengths, the tuned circuit is 
usually a transmission line short-circuited by a reflector 
at a distance of one-quarter wavelength from the tube. 
The rate at which these pulsations occur depends on the 
transit time of the electrons and, therefore, on the length 




Fig. 84. A three-clce trade, high- 
vacuum tube used for producing 
oscillations of the Barkhausen- 
Kurtz type. 
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of electron path, that is, anode diameter and accelerating 
voltage. Consequently, the frequency of oscillations is 
determined almost entirely by the tube dimensions and 
the applied voltage rather than cir- 
cuit resonance. The efficiency is 
low — ■ of the order of 5 per cent — ■ 
and the power output is consequently 
small. 

This tube is used as a generator 6 of 
ultra-high-frequency oscillations to aid 
the study of many phenomena, such 
as the chemical and biological effects 
occurring in the high-frequency elec- 
trostatic or electromagnetic field, or 
the reflection, refraction, and absorp- 
tion of quasi-optical waves. 

52. High-voltage rectifier tubes. 
Fig. 85 shows a high-vacuum, two- 
electrode tube designed for high- 
voltage rectification. This tube has 
a tungsten filament and is cooled by 
radiation. It may be used in any 
rectifier circuit so long as the ratings 
are not exceeded. The tube is very 
well exhausted and is provided with 
shields over the glass stems to prevent 
puncture. 

The maximum voltage rating can 
be utilized only with the tube im- 
mersed in oil. When this precaution 
is taken, it may be used in rectifier 
circuits up to 125,000 volts. Extremely high- voltage rec- 
tifiers of this type are used to supply power for cable 
testing, X-ray apparatus, and smoke-precipitation equip- 
ment. 




Fio. 85. A two-elec- 
trode, high-vacuum 
tube designed for high- 
voltage rectifier ser- 
vice. 
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THE CONSTRUCTION OF ELECTRON TUBES 

So far, we have confined our attention almost entirely to 
the electrical properties of electron tubes. The mechanical 
features are equally important if the tube is to perform its 
allotted task over a long period of time. 

Apart from purely electrical design requirements, the need 
for freeing the tube of unwanted gases and keeping it free 
probably has had more effect on tube design than any other 
one thing. There are many reasons for maintaining the 
lowest practicable pressure of residual gases. Most gases 
are injurious to thermionic cathodes either because of the 
mechanical destruction due to ion bombardment or the in- 
crease in effective work function and consequent reduction 
in emission. This does not mean that all the gas must be 
removed — which is impossible — but, in general, the 
residual pressure of foreign gas in a high-vacuum tube must 
be of the order of 0.01 micron or less. In gas- or vapor-filled 
tubes, the requirements are equally rigorous, and the residual 
gas pressure should be kept to a low value ; it seems probable 
that the gas-filled tubes cannot tolerate any more residual 
gas than high-vacuum tubes can. 

In a high- vacuum tube, the residual gas may interfere 
with the space-charge control of the plate current and give 
erratic characteristics. Focused positive-ion bombardment 
in high-voltage tubes is capable of melting glass or metal 
parts and so ending the life of the tube. 

One link between the destructive effects of gas and tube 
design is the fact that all the parts which go into the tube 
contain gas imbedded within the material as well as on the 
surface. The pumping or exhaust process is designed to 
remove any gas which might otherwise be liberated during 
operation. 
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Residual gases, particularly oxygen-bearing gases, are 
destructive to barium-coated cathodes. They must be 
driven out of the tube walls and parts and pumped out. 
This is true of any kind of tube whether high-vacuum or 
filled with mercury vapor. 

Another condition imposed by the gas-pressure require- 
ment is that the tube envelope must not leak. The com- 
ponents of the tube must meet many other demands, which 
will be discussed as they arise. 

53. The tube envelope. The tube envelope must be 
made of a material which can withstand air pressure, be 
vacuum tight, and provide support for the internal parts. 
Most substances can be freed of gas only by heating to high 
temperatures — 400° C to 500° C for glass and 800° C to 
900° C for metals — and, therefore, the envelope must per- 
form its various duties even at these high temperatures. 

The materials which are commonly used are glass, steel 
or iron alloys, and copper. Some envelopes are made 
entirely of glass, and others entirely of steel. High-voltage, 
water-cooled tubes such as are used in radio transmitters 
have a tubular copper anode which is part of the vacuum 
chamber and a glass bulb sealed to the open end to complete 
the vacuum chamber, provide insulation between leads, and 
support the internal elements. 

Leads are made to the internal electrodes in several ways. 
Metal-to-glass seals can be made vacuum tight only by 
heating the glass so hot that it flows onto the metal and wets 
it much the same as solder wets a clean metal surface. All 
electron tubes use these metal-to-glass seals to introduce 
leads into the vacuum chamber. The mechanical design of 
the seals must be such that they can withstand the internal 
strain set up by expansion or contraction due to temperature 
changes. Seals made between tungsten, molybdenum, or 
copper and glass require careful design to prevent cracking 
because the thermal expansion coefficients of these materials 
are quite different. 

A specific alloy of iron, nickel, and cobalt which has an 
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expansion coefficient equal to that of certain glasses over a 
wide temperature range is often used. Seals made with 
this combination are relatively free from internal strain after 
annealing and can be made in a wide variety of forms. All 




Fig. 86. A group of metal tubes showing the internal structure. At the left 
is a two-electrode, mercury- vapor tube and cathode header; next, is a 
shield-grid, mercury-vapor tube and cathode mount and, at the right, a 
receiving tube and cathode header. 

the seals for the tubes shown in Fig. 86 use this alloy in 
various shapes. 

Pillar seals, such as are shown at the left of Fig. 86 are 
made of a hat-shaped punching of iron alloy with an inner 
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and an outer lead welded to the top. A glass cylinder long 
enough to give the required insulation is sealed to the brim 
of the hat by setting the glass on the metal flange and heating 
the junction until the end of the glass cylinder melts and 
flows onto the metal. The other end of the glass is sealed 
to the flange of another alloy punching. The bottom of this 
last punching fits around a hole in a steel punching which is 
to be the end of the tube. A vacuum-tight joint is made 
between the punching and the steel header by welding with 
resistance welders controlled by mercury-vapor-filled tubes. 
Similarly, the steel header is welded into the steel tubing 
which is to form the side walls of the tube. 

Steel high-vacuum tubes for radio receivers, Fig. 88, 
use somewhat similar seals. In this case, an iron alloy 
eyelet, open at both ends, is welded or brazed to the header. 
A lead wire of the same metal is first wet with a small bead 
of glass and then inserted in the eyelet. The glass bead is 
then melted down so that a vacuum-tight seal is formed 
between the lead wire and the eyelet. Here, also, the com- 
ponent steel parts are joined by controlled welders. 

Fig. 87 shows a high-vacuum, water-cooled tube used in 
high-frequency radio transmitters. A copper-to-glass seal 
joins the copper anode to the glass bulb, and a smaller copper 
seal is used for the grid lead on the side. The cathode leads 
are tungsten and are sealed directly into the glass in the 
tube axis. 

Leads for tubes with glass envelopes are sealed in by first 
beading the leads and then sealing the beaded leads into a 
glass pinch. The pinch, so called, is made by pinching the 
heated end of a glass cylinder down around the beads and 
fusing the whole mass of glass into one unit. 

The envelope is provided with a pipe called the exhaust 
tube, of metal or glass as the case may be, by which the 
tube is connected to the pumping system. When the ex- 
haust is complete, this tube is closed off and the tube re- 
moved from the pumps. 

It is apparent that most of the design is dictated by the 
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need for an envelope which is not only vacuum-tight but 
which will retain its mechanical form and strength even 
when it is heated to a high temperature to drive out the gas. 

54. Cathodes. We have discussed cathode structures 
at some length in an earlier chapter and need add but little 
here. It is obviously necessary to properly support any 




Fig. 87. A water-cooled, high- vacuum tube. The metal anode, which is 
part of the evacuated container, is joined to the upper glass cylinder by 
a vacuum-tight seal. 

cathode structure to prevent the distortion which may 
occur at high temperatures. High-temperature filaments 
require support materials such as tungsten or molybdenum 
which are strong at elevated temperatures. Insulators, if 
any are used, must be refractory materials or quartz. 

65. Anodes. The primary function of the anode is the 
collection of the electron current. While performing this 
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duty, it is also being heated by electron impact, and it must 
be so designed that it can lose this heat without a dangerous 
temperature rise. In glass tubes, the anode is cooled almost 
entirely by radiation. It is necessary to select metals which 
can be operated continually at temperatures between 300° C 
and 700° C. The metals ordinarily used are molybdenum, 
nickel, or iron. The radiation loss is frequently increased 
by adding fins to increase the radiating area as well as to 
strengthen the structure, by roughening the surface, and by 
blackening the surface to increase the thermal emissivity. 




Fig. 88. Group of receiving tubes built in steel envelopes. 



Graphite is widely used because it is easily worked and has 
a high thermal emissivity and high melting point. The per- 
missible dissipation from radiation-cooled anodes is about 
5 to 10 watts per square inch. 

A considerable portion of the heat radiated by the anode 
is absorbed by the glass bulb, and it also must be cooled. 
Usually, air convection is sufficient, but in extreme eases, 
the cooling is increased by blowing air on the tube. If the 
tube has a steel shell instead of glass, all the radiated heat is 
absorbed by the tube walls, but again air cooling by natural 
or forced convection is ordinarily sufficient. 
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For high-power, high-vacuum tubes like the one shown in 
Fig. 87, the anode is purposely made part of the tube wall 
so that it can be water-cooled. The tube is used in con- 
junction with a water jacket which permits water circula- 
tion past every part of the anode. This method of cooling 
permits the dissipation of 250 to 350 watts per square inch 
of anode surface. 

66. Grids. The control electrodes must be made ac- 
curately of materials which will not deform during exhaust 
or use if the tube characteristics are to remain constant. 
Consequently, it is necessary to use metals such as tungsten, 
molybdenum, tantalum, or nickel. In high-vacuum tubes, 
the grid wire is either woven into mesh of the proper di- 
mensions or wound on support rods to which the turns are 
bound or welded. In gas- or vapor-filled tubes, grids are 
usually made of perforated sheet nichrome. In some cases, 
part of the grid is made of graphite. 

In any event, the grid must be held rigidly with respect 
to the other electrodes to prevent erratic characteristics. 
Since grids are cooled almost entirely by radiation, they 
usually are given a black, rough surface. 

57. Exhaust. After the tube is completely assembled, 
it must be pumped out. The tube is connected to the 
pumping system and the air is pumped out. If the envelope 
is glass or partly glass, the whole tube is baked in an oven. 
This liberates a large amount of gas, particularly water 
vapor, from the tube walls and the electrodes. Steel tubes 
may either be baked in ovens or heated with induction 
furnaces. The electrodes are heated either by electron 
bombardment or with induction furnaces. The cathode 
treatment depends on the kind of cathode which is used. 

After all the electrodes are thoroughly degassed, the tube 
is sealed-off and is then ready for test. 
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class A, 89 
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current, 86 

load resistance, 86 
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radio frequency, 87 

voltage, 86 
Amplitude control, 143 

circuits for, 144 
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Anode, construction of, 164 

definition of, 23 
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Are extinction, 121, 122 
Arc formation, 106 
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Audio frequency, 87 
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activation of, 34 
disintegration of, 116 
emission efficiency of, 36 
heat shielding in, 34 
structure of, 33, 162, 166 
temperature, 35 

Barkhausen-Kurtz oscillator, 157 



Bias voltage, 86, 143 
Bibliography, see Preface 

atoms and electrons, 7 

electron emission, 49 

gas or vapor-filled tubes, 139, 152 
application of, 153 

gases, 17 

high-vacuum tubes, 79 
applications of, 99 

space-charge, 49 

special tubes, 159 
Bohr, N., 2 
Boltzmann, L., 9 
Boltzmann constant, 9 
Boltzmann equation, 9 
Breakdown, current required for, 
106 

effect of gas pressure on, 107 
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construction of, 19, 29, 34, 164 

heat-shielded, 118 

mercury-pool, 137 

photosensitive, 50 

thoriated tungsten, 31 

tungsten, 29 
Cathode drop, 115 
Cathode-ray oscillograph tube, 154 
Cathode sheath, 109, 114 
Characteristics, argon-filled tube, 127 

dynamic, 80 

magnetic control, of high-vacuum 
tube, 76 
of gas-filled tube, 128 
negative-grid tube, 124 
pentode, 73 
positive-grid tube, 124 
screen-grid tube, 70 
shield-grid tube, 134 
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temperature effect on, 109, 125 
transfer, 62 
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Child, C. D., 46 

Class A amplifier, applications of, 89 
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dynamic characteristic, 90 

power output, 90 
Class B amplifiers, application of, 92 
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distortion in, 92 
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current and voltage relation, 93 

dynamic characteristic, 92 
Class C oscillator, 93 
Coated cathode, 33 

activation of, 34 

construction of, 29, 34, 169 

disintegration of, 116 

emission efficiency, 34, 36, 118 

heat loss from, 35 

ion bombardment, effect of, 116 
Compton, K. T., 137 
Condensation point, 108 
Condensation temperature, 109 
Conduction period, gas-filled tube, 
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high-vacuum tube, 88-92 
Constant current characteristics, 62, 
68 

Control, gas-filled tubes, 142 

amplitude, 143 

circuit elements for, 144 

magnetic, 146 

phase shift, 144 

saturable reactor, 148 
Control ratio, 123 
Controlled rectifier, 146 
Critical potential, 14 
Current density, anode, 111 

random, 12, 110 
Cut off, 60 
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Diode, applications of, 56 
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potential distribution in, 114 
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Dynamic characteristics, 80 
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Electrical conduction, 4 
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mass of, 1 

mean free path, 11 

orbits, 2 

sheath, 113 

speed, 5 

trapping, 104 
Electron emission, 25 
Electron tube, construction of, 
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envelope for, 161 
Emission, barium, 34 

field, 37 

grid, 132 

photoelectric, 38 

secondary, 64, 71 

thorium, 31 

tungsten, 29 
Emission efficiency, barium, 36 

thorium, 33 

tungsten, 30 
Equivalent diode, 60 
Evaporation, 13 
Excitation, atomic, 13, 110 
Excited atoms, ionization of, 110 
Exciting voltage, 86 
Exhaust, 47, 167 
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Feedback, 88 

Fever, high frequency for, 98 
Field emission, 37 

in cathode sheath, 115 
Filament, effective area of, 61 
Fleming, J. A., 23 
Found, C. G., 115 

Frequency effect in gas-filled photo- 
tubes, 55 

Gas, density of, 9 

occluded, 48, 160 

pressure, 9, 160 
Gas-filled phototubes, 53 

amplification in, 54 

frequency effect in, 55 
Gas-filled tubes, 21, 100 

anode current density, 111 

anode power loss, 117 

arc formation in, 101, 104 

control ratio, 123 

grid control of, 121 

negative-grid type, 123 

plasma in, 107 

positive grid type, 123 

potential distribution in, 105 

precautions in use of, 116 

pressure in, 100 

sheaths in, 107, 111 

structure of, 120 

three-electrode type, 120 

two-electrode type, 117 
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Grid control, of gas-filled tube, 120 

of high-vacuum tube, 59 
Grid construction, 167 
Grid current, gas-filled tube, 130 

in high-vacuum tube, 64, 95 

in shield-grid tube, 133 

tube with low, 84 
Grid emission, 132 

Heat shield, 33 
High-frequency fever, 98 
High- vacuum tube, 21 
amplifier, 87-92 

characteristics of, 62, 70, 73, 76, 80 
construction of, 19, 164 



High-vacuum tube, five-electrode, 73 
four-electrode, 68 
grid current in, 64, 95 
plate loss in, 47 

potential distribution in, 42, 60 

space charge in, 41 

special, 84, 85, 154 

three-electrode, 59, 74 

two-electrode, 50 
High-voltage tube, 158 
Hull, A. W., 116 

Ignitor, pool tube, 138 
Immersed ignitor, 139 
Initial velocity, 27, 44 
Internal-grid tube, characteristics of, 
75 

construction of, 74 
Inverse voltage, 57, 119 
Inverter, 149 

single-tube, 150 
Ion, 14 

charge of, 103 

losses in arc, 113 

positive, 14 

recombination of, 113 
Ionization, 13, 47 

of excited atoms, 110 

of metastable atoms, 110 

of neutral atoms, 13, 47 

probability of, 16, 106 

time, 122 

Lamar, E. S., 137 
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Load resistor, action of, 81, 102 
Long wave limit, phototube, 40 
Loss of control, 121 
Low grid-current tube, 84 
Low noise tube, 85 
Ludwig, L. R., 139 

Magnetic control, of gas-filled tubes, 
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of high-vacuum tubes, 76-78 
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of electron, 1 
Mean free path, 10 



172 



INDEX 



Mercury, vapor pressure of, 108 
Metal tube, 162, 165 
Metastable atom, 13 
ionization of, 110 
Modulation, 97 
Molecule, 4 

Mott-Smith, H. M., 112 

Negative-grid tubes, 124 
Nucleus, 2 

Occluded gas, 160 
Ohm's law, 6 

Oscillator, Barkhausen-Kurtz, 157 

class C, 93 
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Oscillograph, cathode-ray tube for, 
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Pentode, 73 
Phase-shift control, 143 
Photoemission, 39-41 
Phototube, cathode for, 50 

characteristics of, 52-54 

gas-filled, 53 

long wave limit, 40 

relay, 147, 148 

sensitivity, 52 
Planck, M., 3 
Planck's constant, 3 
Plasma, 107 

function of, 109 

glow in, 111 

ion density in, 107 

ion flow in, 111 
Plate, 60 

characteristic, 62 

resistance, 66 
Pool tube, 135 

cathode for, 137 

immersed ignitor for, 139 

rating, 138 

starter for, 139 
Positive-grid tube, 124 
Positive ion, 14 

current, 114 

recombination of, 113 

sheath, 112 



Positive space charge, 103 
Potential distribution, in gas-filled 
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in high-vacuum tube, 42, 60 
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Potential maximum, 104 
Potential minimum, 44 
Pressure, 10 

in gas-filled phototubes, 53 

in gas-filled tube, 100 

in high-vacuum tube, 160 

mercury vapor, 108 
Probability of ionization, 16, 106 
Probe characteristics, 112 

Radio frequency, 87 

reception, 96 

transmission, 96 
Random current density, 12, 110 
Recombination of ions, 113 
Rectifier, 56 

circuits for, 57 

controlled, 146 
Resistance welder, 151 
Richardson, O. W., 26 
Richardson's equation, 26 
Root-mean-square- velocity, 8 

Saturable reactor, control with, 148 
Schottky effect, 27, 36 
Screen-grid tube, 70 

characteristic, 70 

current in, 72 

feedback, 88 
Seals, metal to glass, 161 

pillar, 162 
Secondary emission, 38 

effect on characteristics, 64, 71 
Selenium tube, 55 
Sheath, 107, 111 

cathode, 114 

current flow in, 112 

electron, 113 

positive ion, 107 

thickness of, 113 
Shield-grid tube, 132 

characteristics of, 134 
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Shield-grid tube, grid current in, 133 
Slepian, J., 139 
Space charge, 41, 59 

current limit, 45, 115 

effect of gas on, 102, 103 

equation, 46 

grid, 69 

in sheath, 112 
Sputtering, 116 
Starter, pool tube, 139 
Static characteristic, 62 
Suppressor grid, 73 

Tank circuit, 93 

Temperature, cathode, 26, 29, 31, 35 

condensation, 109 

effect on characteristics, 109, 125 

exhaust, 161 
Tetrode, see Screen-grid tube 



Thomson, J. J., 5 
Thoriated emission, 31, 33 
Transconductance, 66 
Transfer characteristic, 62 
Triode, 59 

Triode equations, 60 

limitations of, 65 
Tungsten emission, 29-30 
Two-electrode tube, gas-filled, 117 

high-vacuum, 23, 56 

Vacuum switch, 156 
Vacuum-tube voltmeter, 83 
Vapor pressure, mercury, 108 

Water-cooled tube, 163 
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photoelectric, 40 



